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The co-operative work 
(which every pyorrhea 
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Prescribe Pyorrhocide Powder—Compare Results 


The genuine Improved Dentinol Pyorrhea Scalers and 
Files, Dentinol Perfect Syringe, liquid Dentinol and Py- 
orrhocide Powder can be obtained from any Dental Depot. 
Pyorrhocide Powder at all drug stores. 


The Dentinol & Pyorrhocide Co., Inc. 


Sole Distributors 














Do You Agree With Us? 


A sterilized dentifrice is a good dentifrice to use ina 
healthy mouth. It is the only one touse ina. 


to do) should be in har- | 


mony with modern | 


In the use of a denti- | 


Ns E TE the dentist knows that | 
ey i E FOR THE CORRECTION OF E the patient’s co-oper- 
iti E SOFT-BLEEDING-SPONGY E ative work is in accord 
= E RECEDING GUMS with his own, so far as 
te E PROMOTION AND MAINTENANCE OF sterilization is  con- 
ik E TOOTH, GUM cerned. 
wi] BIT AND The questions of in- 
; MOUTH H EALTH fection, _ re-infection, 
; : Price Qne Dollar destroying _ infection 
} : and immunity are 
‘ E 4 questions which involve 
ii] NEMS Ag the use of the tooth | 
) Sou ost BVTB8S brush just as surely as | 
§ SIX MONTHS snr they involve the use of 
instruments. 
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Of Proven Worth! 









ARTIN’S Treatment consists of a cream for application 
J by the dentist and a powder for the patient to use at 
ome. , 


: 

; 

¢ 

? 

: 

: 

: 

‘ 

¢ 

; 

¢ 

: 

¢ 

‘ 

' a 
' Every ingredient is a well-known, time tried remedy, 
balanced scientifically. The chief elements are Oil of Gaul- 
! wan S- ome Orthoboric Acid, Zinc Sulphate and others 
$ 
§ 
$ 
3 
§ 
§ 
$ 
$ 
$ 
§ 
$ : 
§ 
$ 
; 


Results Obtained 


Martin’s Treatment tones, invigorates and restores dis- 
eased tissues to normal. It will allay irritation, reduce inflam- 
mation and render the scaling and instrumentation more 
easily accomplished with less discomfort to patient. 


Home Treatment 


Dentaline Powder contains most of the ingredients that 
are in the cream. It serves as a dentifrice, thus continuing 
your good work between sittings. 


Simple and Definite Technic 


Dentists who have made themselves specialists by the 
aid of Martin's Treatment have worked out a technic that 
will enable every thorough practitioner to clear up even serious 
cases of pyorrhea quickly. 


TOLLE - U. SFA. p 
CLEVELAND AKRON DETROIT FLINT 


COLUMBUS INDIANAPOLIS GRAND RAPIDS 
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The RL.X&R. 
Notatchet Operating Stool 


{] You cannot afford to be 
without the R. & R. No- 
ratchet Operating Stool. 
It relieves feet and legs of 
body weight,’ prevents 
“jumpy, tired nerves and 
muscles, insures... health 
and comfort, increases earn- 
ing capacity and lengthens 
life. 


{| Readily follows the movement of the body 
within a radius of 33 degrees from the 
perpendicular. 

{| Raised and lowered at will by a conven- 
ient adjusting attachment under the seat, 
and without rising. 


{| Revolving seat does not alter height. 


{| A creditable and attractive addition to 
any dental office. 





Your dealer can supply the 
R. & R. Noratchet Operating Stool. 


CLEVELAND AKRON . DETROIT FLINT 
COLUMBUS INDIANAPOLIS GRAND RAPIDS 
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R&R. 
MODEL STONE 





Fineness of grain and texture permits R. & R. 
Model Stone to settle to every line and contour of 
the impression with a certainty that is gratify- 
ing to the operator who demands the best for 
himself and his patients. 


R. & R. Model Stone forms a smooth, dense and 
durable cast. 


Possesses excess strength. 
Withstands swaging to any extent. 
Does not chip or flake in carving. 
Does not discolor vulcanite. 


Convince yourself by free trial that R. & R. 
Model Stone is the best stone for you to use. 





a 
Write for sample and literature. 


CLEVELAND AKRON DETROIT FLINT 
COLUMBUS INDIANAPOLIS GRAND RAPIDS 


TOLLE » UU. SFA. 
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Then read this: 


{ If a first: ‘class laboratory man came to you 
and said, at will ‘place myself in your employ to 
do all your work tb the best of my ability and 
skill and charge you for the time devoted to the 
job and results, only’’ wouldn’t you take him? 
Just think! You would not be obliged to pay 
him for the hours he wasn’t busy nor for work 
spoiled nor would. you be bothered by having 
him around your office. Wouldn’t that be fine? 


 Here’s our offer to you. We can place such 
a man at your disposal to do your Aard pieces, 
and you pay him for results only. He will not 
be in your way, nor muss up your laboratory, 
because he will do the work in our laboratory. 


§ Our laboratory work is good. We know it is 
good because our patrons take the time to tell 
us how well pleased they are. 


Your man is here and on the job; send him 
that hard piece as a starter. He will do the rest. 


be, é som YG ‘ vu. oleh > 


COLUMBUS, O. INDIANAPOLIS, IND. CLEVELAND, O. 























CAsT and designed in) 
the laboratories of Dr. 
Dayton Dunbar Camp- 
bell, Kansas City, Mo. § 
using WILLGOLD A 





A PRACTICAL case 
cast and designed by 
Dr. DeLos L. Hill, 
Atlanta, Ga., using 
WILLGOLD XXX 


Williams Gold: 


(SEE ANNOUNCEMENT ON REVERSE SIDE) 





[ORAL HYGIENE 489 













































ROOD * ET ereeerer 
SAT ee Lene aE Eee TR er tetEEreN. 





















































WILLIAMS CASTING GOLDS 


FOR CLASPS 

WILLGOLD XXX X—Contains 20% platinum and is 
of platinum-gold color. The highest grade casting 
gold made. $2.00 per dwt. 

WILLGOLD XX X—An ideal casting gold for those 
who wish platinum-palladium alloy of light gold 
color. We believe this is the most satisfactory cast- 
ing gold on the market. $1.45 per dwt. 


WILLGOLD XX—Similar to XXX but of coin gold 
color. $1.45 per dwt. 


WILLGOLD X—Tough and springy with a very great 
strength. Will not oxidize in the mouth. $1.00 


per dwt. 
FOR FULL DENTURES 


WILLGOLD A—An 18-K gold primarily intended for 
full dentures, but also suitable for saddles and 
bridges. $1.00 per dwt. 


FOR PARTIAL DENTURES 
WILLGOLD B—A 20-K gold primarily intended for 
partial dentures, but also used for full uppers, 
saddles, bridges, etc. $1.10 per dwt. 


FOR INLAYS 
WILLGOLD C—A 24-K gold alloyed with just enough 
platinum to give it minimum shrinkage. Casts with 
clean margins. A very superior inlay gold. $1.20 


per dwt. 
WILLIAMS GOLDS 


Castings golds, plates, solders, shells, etc., are carried 
in stock by most reputable dealers. If your dealer 
can not supply you, we will gladly put you in touch 
with one who can. 


THE WILLIAMS GOLD REFINING Co. 


SMELTERS AND REFINERS 
BUFFALO, N. Y. BRIDGEBURG, ONT. 
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No other quantity rates. 


In thousands of dental offices Conducto Ta blets are 
daily producing perfect anesthesia. 


Each month, hundreds of dentists are added to the 
army of users till now they are probably the most talked 
of anesthetic tablets in America. 


The Combination Tablet 


These three words tell the story. For years the dentist 
has used Novocain-Suprarenin Tablets added to more 
or less indifferent Ringer solution with more or less 
unsatisfactory results. Sometimes success, often fail- 
ure. But now, dentists everywhere are using 





Procain-Suprarenin 
Ringer Tablets 






The Ringer constituents are contained in the tablets. 
Just add one tablet to one mil of sterile distilled water. 


An anesthetic so prepared is isotonic and when injected 
into the deep delicate tissues will not produce oedema, 
swelling, soreness, post-operative pain, nor interfere uith 
healing of the tissues. 

Write for “The Dentist’s Story” 

and Complete Conducto Catalog 


DENTAL PRODUCTS COMPANY 


CHICAGO U.S.A. 
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Order your EDWARDS 
X-Ray Unit Today 


New Prices—New Terms 




















Consider Safety, Reliability 


Safe - T - Model 


was $660.00 


New Price 


$595.00 


and Efficiency and your X-Ray 
choice will be an EDWARDS. 


Ask your dealer 


DWARDS 


X-RAY CORPORATION 
INDIANAPOLIS, U.S. A. 


Mobile Tube 
Arm Model 
was $875.00 


New Price 


$775.00 
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Creep © 

















We can get as much out of it as 
anybody—possibly more than 
some. 


We will make as liberal a return 
as anybody—possibly more than 





some. 


Send it along and see. 
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“Oral Hygiene in Oregon” 
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“A High School Oral Hygiene Clinic” 
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“Oral Hygiene in Virginia”’ 
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“Every Picture Tells a Story” 
By Arthur C. Ketchor D.D. 8. 


“D. D. S.—Deserves Delightful Sui... ~” 
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of infection and immunity is to liken the 

patient to a horse pulling a heavy load. 
The patient is the horse; the infection is the load 
and the vaccine is the whip. 


A N explanatiun that has helped in the study 


If the horse is strong, and the load not too 
heavy, a judicious use of the whip may enable 
him to get up the hill but if he is already ex- 
hausted and the load too heavy his struggle will 
be futile. The driver will now lighten the load, 
and this the surgeon does by removing as much 
of the infectious material as he can. 





If the horse has not tired himself too much he 
will now be able to pull the load’ if he is en- 
couraged a little. 





If he is not yet able to do so the driver puts 
his shoulder to the wheel and with this help the 
load goes over the top. This help is given the 
patient by the use of serum or anti-toxin. 


The skillful teamster knows his horse and can 
estimate his strength. He does not allow him to 
be overloaded and if he comes to a steep pinch 
he puts his shoulder to the wheel or puts on 
another horse ar... does not allow him to exhaust 
himse!lf ~y futile struggles. If he thinks the load 
is reasonable and the hill moderate he will crack 
the whip and up he goes. A poor horse, a heavy 
load and a bum driver make a bad combination 


CAND nil 
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By WILLIAM A. WOMER, M. D., New Castle, Pa. 


peers is very gratify- 
a Bez ing to attend a 
me), meeting composed 
of nurses, dentists 
=@) and physicians. 
For I am sure that if these 
three professions work together 
harmoniously and with a spirit 
of co-operation and helpfulness 
they will be able to lessen the 
terrible suffering caused by 
sickness and death. We all 
realize that if these two 
scourges could be eradicated 
the misery existing in the 
world would be immeasurably 
lessened. 

When we see our loved ones 
suffer and die from disease we 
look longingly to the time when 
these three great professions 
shall have succeeded in over- 
coming the hideous monster 
and when death shall come 
only as a gentle and welcome 
messenger to call the aged 
traveler to his eternal home. 

It is also gratifying to know 
that the dental profession 1s 
coming more and more to 
realize that the teeth and 
mouth are parts of the body 
and that what concerns one 
part concerns all other parts; 
that the body must necessarily 
be considered as a whole and 
that diseases and conditions in 





' tegions far remote may serious- 


ly affect the mouth, and vice 
versa. 

It is a pleasure to know that 
495 


our local dental society is en- 
deavoring to elevate the stand- 
ard of the profession and that 
by meetings such as this, by 
local clinics and demonstra- 
tions and by attendance upon 
post graduate courses the den- 
tist is enabled to occupy an 
even more important place in 
the community. 

In our consideration of focal 
infection we will limit our 
discussion largely to the diag- 
nostic and serologic aspects, 
but in so doing please do not 
consider that we think these 
are the most important. 

All of the measures which 
offer any likelihood of assist- 
ance should be utilized. 

All the different therapeutic 
measures, mechanical, phar- 
macologic or surgical deserve 
our most careful study and the 
most siillful application. 

It is our opinion that the 
dentist should have at least a 
general knowledge of infections 
and neoplasms occurring in and 
in the vicinity of the oral 
cavity. He should also be 
familiar with the oral signs and 
symptoms of diseases of other 
parts of the body. If he is 
familiar with the local danger 
signals he can _ intelligently 
direct those who come under 
his observation. The diseases 
with which he should especially 
familiarize himself are syph- 
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ilis, cancer and Vincent’s An- 


gina. 

To be on the safe side, the 
dentist who will insist on a 
careful diagnosis of any ulcera- 
tion or swelling which he sees 
will help his patients consider- 
ably and most of all, will find 
that as the years go by his 
knowledge will be vastly in- 
creased. 

It is true that he will find 
that a large part of his cases 
will benign and transient 
conditions but he should keep 
in mind the fact that it is just 
as important and valuable to 
the patient to make a definite 
diagnosis of a trivial condition 
as of a serious one. 

Also if all seemingly trivial 
conditions were properly man- 
aged, the number of serious 
ones would be greatly lessened. 

Small foci of infection, such 
as styes, hemorrhoids, ingrown 
nails and the like are very often 
forerunners of serious or fatal 
conditions and should not be 
neglected. 

Foci of infection in the 
mouth are no exception to the 
rule and are doubtless the 
cause of many of our most 
distressing conditions. 

The peculiar structure of the 
teeth, perhaps, is the reason for 
sO many chronic conditions in 
this locality. The cementum 
of the tooth does not have any 
circulation of blood as does 
bone but derives its vitality 
from the peridental membrane. 
If an infection or injury de- 
prives the cementum of an area 
of membrane it dies and as it 
cannot be either exfoliated or 
restored, it remains as a source 
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of irritation. A small area of 
devitalized tissue exists which, 
although sterile, constitutes a 
point of least resistance and is 
very likely to be infected later. 

If an acute infection in the 
alveolar region is _ properly 
managed the peridental mem- 
brane is not destroyed and 
there is consequently no irrep- 
arable damage to the tooth. 
However, if not properly 
treated the membrane is lost 
and a permanently damaged 
area remains. 

If this area were a transient 
affair and could be restored, 
Nature would eventually elimi- 
nate the focus as in other loca- 
tions, but the damage is per- 
manent. 

The body is subject to the 
invasion of pathogenic bacteria 
continually and is usually able 
to protect itself but if an area 
such as this exists the organ- 
isms find a place where they 
are able to grow and event- 
ually cause trouble. 

There may be a large cavity 
in the bone which will even- 
tually be restored but the 
important question to decide 
is whether the cementum is 
denuded or not. The size of 
the cavity is not the impdrtant 
point but the character is. 

We are all familiar with 
cases of fatal infection result- 
ing from a small pustule not 
longer than a pin head, and 
others where an abscess con- 
taining a large amount of pus 
would cause only slight dis- 
comfort. 

After the bacteria have 
found a place suitable for their 
existence, they elaborate sub- 
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stances which cause disintegra- 
tion of the surrounding tissues 
and eventually there may 
occur a dissemination of the 
infection to some other part 
of the body causing serious 
trouble. 

The treatment of these foci 
of infection and the conditions 
resulting therefrom tax our re- 
sources to the utmost. As in 
every other pathological con- 
dition, exact diagnosis is of 
very great importance. 

In the first place we should 
try to find all the possible foci. 
The teeth should all be care- 
fully inspected by the X-ray 
and otherwise to find all the 
offending areas but we should 
not stop here. Even if we 
should eradicate these foci and 
leave foci elsewhere our patient 
would not be cured. Such 
localities as the antrum-frontal, 
sinus, tonsils, prostate, kid- 
neys, gall bladder and others 
should be thoroughly invest- 
igated. 

Granted that a careful and 
thorough examination has 
assured us that the area about 
the tooth is the only place 
suspected of being a focus of 
infection, what shall be our 
method of procedure? 

In the first place we should 
decide whether or not the 
cementum has been denuded 
by the destruction of the peri- 
dental tissues. If the condition 
is of short duration and acute 
the area should be punctured, 
cultures taken and free drain- 
age maintained. This will 
mostly be sufficient. If the 


cavity is sterile and the de- 
nuded area is not extensive it 


might be permissible to retain 
the tooth but to be on the 
lookout for indications of 
trouble. 

If staphylococci or strepto- 
cocci are found, and the ce- 
mentum is denuded, it is safer 
to sacrifice the tooth and very 
lightly curette the socket and 
remove the broken-down tissue. 

If it is determined by X-ray 
or otherwise without pucture 
that the cementum is denuded 
to a considerable extent it is 
safer to extract the tooth and 
secure cultures from the socket. 

If the condition is very 
extensive, many teeth being 
involved, and the alveolar 
processes in bad condition, 
more extensive procedures may 
be indicated which it is not the 
province of this paper to 
discuss. 

Whatever curetting is done 
should be very gentle and 
superficial for Nature has pro- 
vided a barrier around the 
cavity and if it is broken there 
may be extensive dissemina- 
tion of the infection as you all 
know from sad _ experience. 
These procedures will perhaps _ 
be all that is necessary to do 
locally. For the consideration 
of the serological aspects, it 
will be necessary for us to 
discuss to some extent the 
question of immunity. 

Investigators have learned 
that if an animal of one species 
be repeatedly injected with 
the red blood cells of another 
species, the injected animal is 
so affected that his blood ac- 
quires the property of dissolv- 
ing the red cells of the other 
species. This is a_ specific 
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reaction and the blood will not 
dissolve the cells of any other 
species. Similar phenomena 
occur after the injection of 
pathogenic bacteria or their 
products. The injected animal 
or human being may acquire 
the ability to withstand the 
usual deleterious effects of 
these bacteria. This condition 
is called immunity. 

Some of these reactions are 
specific, others are not. For 
‘instance, if a person be inocu- 
lated with cow pox and reacts 
to it he develops immunity to 
small pox. Again, a person 
acquiring and recovering from 
the disease, scarlet fever, de- 
velops immunity to this disease 
only. 

The immune reactions to the 
bacteria found in focal infec- 
tions of the teeth are specific. 

Sometimes the body infected 
with bacteria succeeds in ac- 
quiring this condition of immu- 
nity promptly and completely 
so that the offending germs are 
destroyed or rendered harm- 
less and the body is restored to 
health. Sometimes owing to 
the extreme virulence of the 
bacteria or to the lack of 
immunity response by the 
body, it is overwhelmed and 
either death results or a 
prolonged condition of invalid- 
ism ensues. This.latter situa- 
tion exists in the condition of 
focal infection under dis- 
cussion. 

In searching for methods to 
combat infectious diseases in- 
vestigators have taken advan- 
tage of the results of experi- 
mental work and have made 
use of the procedures used to 
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increase the immunity of the 
individual to the bacteria in- 
volved. The three most 
common substances used sero- 
logically to combat infections 
are whole blood, blood serum, 
and vaccine. 

Serum is the fluid part of 
blood which has been separated 
from the solid part after 
clotting or by other method. 
Vaccine is the product result- 
ing from the emulsion in 
physiologic salt solution of 
bacteria which have _ been 
grown on culture media and 
subjected to just enough heat 
to kill them. 

With a patient apparently 
unable to cope with his infec- 
tion, whole blood or serum 
taken from a person or animal 
either naturally or artificially 
rendered immune to the in- 
vading bacteria is_ injected 
directly into his blood stream 
or other tissues thus supplying 
him with a large amount of the 
substances conferring immu- 
nity. 

However if he is able to 
withstand the infection to a 
considerable extent but not 
completely, vaccine is used to 
stimulate his own tissues to 
manufacture these immune 
bodies. Sometimes such stim- 
ulation occurs and recovery 
takes place, other times failure 
results. 

Some varieties of bacteria do 
not make ‘very good vaccine 
while others do. In our ex- 
perience staphylococcus infec- 
tions have been the ones most 
often helped by vaccine 
treatment. 

There are many different 
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varieties of staphylococci and 
autogenous vaccines or those 
made directly from the bac- 
teria cultured from the focus 
of infection seem to give the 
best results. The principal 
reason for taking cultures from 
the pus pocket at the time of 
extraction is that if we do not 
do so then, our opportunity 
will be lost. The cavity im- 
mediately becomes contami- 
nated with other organisms 
and it is very difficult and 
usually impossible to get a 
culture later. 

In a large number of cases, 
if the focus is primary and the 
body is in a fair condition ‘of 
immunity, recovery will ensue 
after extraction but occasion- 
ally it does not and if vaccine 
treatment should be desired, 
the vaccine could be prepared 
from the culture taken, but if 
no culture was prepared the 
vaccine could not be made. 

Sometimes there may be 
several foci of which the tooth 
is the only one accessible and 
if this one is removed, and a 
vaccine made and used, the 
body may be able to take care 
of the lightened load. 

An explanation that has 
helped in the study of infection 
and immunity is to liken the 
patient to a horse pulling a 
heavy load. The patient is the 
horse; the infection is the load 
and the vaccine is the whip. 

If the horse is strong, and 
the load not too heavy, a 
judicious use of the whip may 
enable him to get up the hill 
but if he is already exhausted 
and the load’-too heavy his 
struggle will be futile. The 


driver will now lighten the 
load, and this the surgeon does 
by removing as much of the 
infectious material as he can. 

li the horse has not tired 
himself too much he will now 
be able to pull the load if he is 
encouraged a little. : 

If he is not yet able to do so 
the driver puts his shoulder to 
the wheel and with this help 
the load goes over the top. 
This help is given.the patient 
by the use of serum or anti- 
toxin. 

The skillful teamster knows 
his horse and can estimate his 
strength. He does not allow 
him to be overloaded and if he 
comes to a steep pinch he puts 
his shoulder to the wheel or 
puts on another horse and does 
not allow him to exhaust him- 
self by futile struggles. If he 
thinks the load is reasonable 
and the hill moderate he will 
crack the whip and up he goes. 
A poor horse, a heavy load and 
a bum driver make a_ bad 
combination. 

In our experience many cul- 
tures have been taken from 
tooth sockets that were sterile. 
In some patients showing in- 
fected cavities, the removal of 
the focus seemed to be suffi- 
cient to cause the recovery of 
health. In others, surgery and 
serology combined failed to be 
of any avail. Cases seen early, 
before a widespread dissemina- 
tion of infection had occurred 
seemed most favorable. In 
some cases a long continued 
immunity seemed to become 
established; in others it was of 
short duration and required 
treatment after a year or two. 
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It has seemed to be a good 
plan where there were several 
teeth affected, to remove one 
first and get cultures and try 
to build up the immunity 
gradually rather than to in- 
vade all the foci at once and 
run the risk of an extensive 
dissemination of the infection 
as sometimes happens. 

The best of our efforts do not 
cure all our patients nor even 
help all of them. This is no 
reason why we should not try 
to do what little we can. Of 
course, our ultimate aim has 
always been to find something 
that will cure or prevent every 
case of disease. 

It would seem that one fault 
of our profession has been that 
in our zeal for hig things we 
are apt not to appreciate the 
little helps. 

In a recent article, a worker 
in reporting results on a series 
of cases said that by the use of 
one method 38 per cent of the 
cases were improved and by 
another method 28 per cent 
were improved. He stated as 
his conclusion that the results 
were practically the same in 
both series. A difference of 
10 per cent would appeal very 
forcibly to any banker but we 
do not appreciate it. It seems 
that we are the victims of 
either too much or too little 
enthusiasm. 

A new method is heralded as 
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the wonderful cure-all and it is 
lauded to the skies. Pretty 
soon we find that it has its 
limitations and draw-backs 
like everything -else in this 
world and in our disappoint- 
ment we are inclined to drop it 
entirely. 

606 was introduced as a 
remedy which would cure 
syphilis in one dose or a few 
doses at most. When we give 
fifty doses or more and find 
our disease still bobbing mer- 
rily along, we realize that while 
we have found another method 
of some worth, the ideal has 
not yet been reached. 

Vaccine and serum therapy 
are gradually emerging from 
the stage of over-enthusiasm. 
Limitations and true values 
are more clearly realized. 

While we are considering the 
subject of infection, let us 
realize that there are many 
other causes of trouble in the 
mouth and teeth and that we 
should do what we can to en- 
courage investigation along all 
the various lines. Let us 
always be students, trying to 
master the fundamental facts 
and principles. Let us be 
moderate in our expectations 
but persistent in our efforts. 

Let us be tolerant and re- 
ceptive for the ideas of each 
other and keep in mind the 
high ideals of the three pro- 
fessions. 
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The Relation of Modern Den- 
tistry to the Practice 
of Medicine’ 


By GUY R. HARRISON, D.D.S., Richmond, Va. 


Associate in Surgery (Oral), a 


nd Director of Dental Department 


Stuart Circle Hospital; Member Virginia 
State Board of Health. 


MIENTISTRY is a 


> 






| medicine and is re- 
§] lated to general 
e@e8 medicine just as 
any other of the specialties. 
The mouth, its contained and 
adjacent structures, cannot be 
considered apart from the 
body as a whole. 

Assuming that this is not 
disputed, it may further be 
stated that the dental special- 
ist’s field can no longer be 
considered limited by the 
boundaries of the oral cavity. 

He is engaged in prolonging 
life and his viewpoint should 
include the body as a unit. 

Let us see what is demand- 
ed of the modern dentist: 

To solve successfully the 
problems he meets daily, he 
must be a skilled diagnostician, 
and as such, be familiar on one 
hand with biology and me- 

*Read before the Tri-State Medical 
Association of Virginia and the Caro- 
linas, Norfolk, Virginia, February 20th- 
Zist 1922. 


Published also in Virginia Medical 
Monthly, May 1992. 
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chanics and on the other with 


i special field of physiology and pathology. 


He must have a high degree 
of technical skill in addition 
to his general knowledge of 
medicine and surgery. His 
work carries him into the fields 
of chemistry, bacteriology, 
metallurgy, physics, electricity 
and art. Without an artistic 
sense he will fall short of 
modern standards. It is true 
in dentistry, as in general 
medicine, that each embraces 
a scope too wide for an 
ordinary mind to grasp, and, 
of necessity, has been divid- 
ed into specialties, each with 
its possibilities and its 
problems. 

In the past the dentist knew 
too little general medicine. 
Those in charge of dental 
education have been making 
a sincere effort to correct this. 
No one will deny that it is 
desirable for the dentist to 
have a medical degree. The 
dental course now covers four 
crowded years, and in medi- 
cine the interne year is rapid- 
ly being demanded; thus it 
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would.require a minimum time 
of seven or eight years to ob- 
tain both degrees. You will 
agree that this would necessi- 
tate efforts out of proportion 
to the end sought. It would 
be a splendid thing if our medi- 
cal and dental schools would 
combine their teachings so as 
to grant both degrees within a 
reasonable limit of time. Aside 
from the educational problems 
confronting modern dentistry, 
let us hope that the modern 
dentist measures up to his 
responsibilities. In order to 
place dentistry in its proper 
relation to the practice of 
medicine it is necessary that 
the medical practitioner know 
more of dentistry. 

I shall speak frankly of this 
and ask that you bear in mind 
that my statements are made 
with the highest motive of 
interest to medicine and den- 
tistry, and, above all, for the 
good of the patient. Medical 
men, as a class, are not inter- 
ested in dentistry, so do not 
acquaint themselves’ with 
mouth pathology or the pro- 
blems the dentist has to face. 

To the average practitioner 
of medicine, dentistry consists 
of filling cavities in teeth and 
supplying lost ones. There 
is not the spirit of co-operation 
between us that there should 
be, and the patient often 
suffers as a result. Both den- 
tists and practioners of medi- 
cine are to be blamed. 

The correction of this fault 
depends upon mutual under- 
standing and respect... In order 
for the physician to understand 
the problems of dentistry he 
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should be grounded: in the 
fundamentals of dentistry just 
as the modern dentist is jn 
medicine. No one, I am sure, 
would advise teaching the 
undergraduate medical student 
technical dentistry, but he 
should be taught pathology 
of the mouth, its clinical re. 
cognition and treatment to at 
least equal the _ instruction 
given him in, say, Ophthal- 
mology, Laryngology and 
Otology, or Dermatology; if 
this were the case one would 
not hear Doctors of Medicine 
make a remark like this: “Dr. 
So-and-So must not be a good 
dentist; he filled a tooth for 
me and the filling stayed in 
only a short time.” 

Viewed from the biologic 
standpoint, it is remarkable 
that foreign, inanimate ma- 
terials can be used to restore 
the lost part of an organ both 
in appearance and function, so 
rather than receive condemna- 
tion, Dr. So-and-so should be 
lauded for his ability to pro- 
duce dental restorations that 
last and function, in some in- 
stances, for fifty years or more. 

Since, as stated in the 
opening paragraph of this 
paper, dentistry is related to 
general medicine as any other 
of the specialties, it behooves 
the members of both profes- 
sions to make every effort to 
bring about a more cordial 
relationship. 

While both professions work 
together, after a fashion, the 
rate of improvement is slow. 
There should be a common 
literature and we should meet 
together for discussion of our 
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problems, to the end that our 
services to our patients be 
improved. There should be 
dentists on the staffs of hos- 
pitals, and a part of organized 
medical groups. The selection 
of the dental member of such 
staffs should be made only 


fafter careful investigation as 


to his ability and standing in 
the dental profession. 

Unfortunately, this is not 
often done. Physicians should 
be members of dental societies 
and dentists of medical so- 
cieties. Despite the fact that, 
in 1887, the American Medical 
Association passed a resolution 
declaring dentistry a specialty 
of medicine and providing for 
those holding the D. D. S. 
degree to become members, it 
it stange that there are very 
few medical societies to which 
dentists are eligible for mem- 
bership. 

It may not be amiss to call 
your attention to the fact that 
dentists holding Associate Fel- 
lowship in the American Me- 
dical Association have all the 
privileges of Fellows. It might 
be regretted that compara- 
tively few dentists have availed 
themselves of this opportunity. 

The following editorial ap- 
peared in the Medical Record 
for March 1921; in an appeal 
for closer affiliation between 
the two professions the editor 
says: 

“This mistake of aloofness 
or assumed superiority on the 
part-of the medical pr~fession 
was made when dentistry be- 
gan to acquire a standing as a 
branch of therapeusis, with 
the result that the two profes- 


sions have long existed side by 
side, semi-antagonistic and 
mutually ignorant of each 
other’s teachings. 

“It is only recently that the 
inconvenience of this duality in 
surgical and medical practice 
has begun to enter the minds 
of practitioners of both the 
professions, and in consequence 
there has been a mutual draw- 
ing together of the leaders in 
these two branches of the 
healing art. The recognition 
of root abscesses and Riggs’ 
Disease as foci of infection, 
bearing upon distant organs, 
and even the brain, has served 
to show the mutual depend- 
ence of the two professions; 
but it was during the late War 
that the recognition of den- 
tistry as a potential_or actual 
branch of surgery was effected, 
this being forced upon the 
Army Medical Department by 
the brilliant reconstructive 
work of the members of the 
Dental Reserve Corps. There 
will still be accidents calling 
for skilled work of this nature, 
but it is along the line of 
preventive medicine and hy- 
giene that the co-operation of 
the dentists and physicians 
will produce its greatest result. 
The public will be instructed 
in mouth hygiene, which is 
inseparable from general hy- 
giene, and for this work recip- 
rocal action of members of 
both professions, on the plat- 
form and in the press, is needed 
to feed the public appetite 
for knowledge of how to care 
for the body. 

“In many other ways the 
dentist and physician could 
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work together to mutual ad- 
vantage and, as a beginning, 
an exchange of pulpits would 
greatly promote the desired 
‘reapproachment.’ It is seldom 
that a dentist reads a paper 
before a medical society, and 
a physician speaking before a 
dental society is still more rare 
object. This is not as it should 
be, for practitioners in either 
profession have much to learn 
from those in the other, and 
preventative medicine, as well 
as therapeutics, would profit 
greatly by this mutual in- 
struction.” 

In the study of a case, the 
physician should obtain and 
act upon the opinion of a 
capable mouth specialist, 
namely: a modern dentist. 

He should demand from the 
dentist a real mouth examina- 
tion and not an inspection of 
the teeth for caries only. It is 
my belief that a mouth exami- 
nation should form part of an 
examination of every case 
studied. 

As Vaughan says: “Before 
one can successfully treat any 
case of illness, it is essential 
that a correct, as well as a 
complete, diagnosis be made.”’ 

Time does not permit me to 
go into details as to what con- 
stitutes a mouth examination, 
but in my opinion such an 
examination is not complete 
without a Roentgen Ray exa- 
mination of the teeth, jaws and 
often the maxillary sinuses. 
The X-ray findings should 
always be interpreted by one 
trained in the clinical examina- 
tion of the mouth. 

L. R. Main states: “To my 
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mind one of the greatest detri- 
ments to an X-ray examination 
of the teeth and jaws lies in the 
prevalence of this examination 
by those who are not thorough- 
ly trained in this particular 
field of work. The mistakes 
made are simply appalling and 
some of the radiodontic inter. 
pretations would be a joke if 
they were not so serious.” 

Roentgen ray findings 
should be thought of as a 
symptom; their greatest value 
lies in their positive findings. 
To quote Call: “I doubt if 
there is any one diagnostic 
procedure from which so much 
information has been expected: 
if there is any one method so 
much relied upon to give deter- 
mining information in such a 
variety of conditions. The 
more clearly we understand 
the details of these Roentgen 
ray examinations by watching 
the procedure, the more clearly 
we can approximate the value 
of the findings as applied to a 
particular case. Like other 
laboratory procedures, at 
times, a sharp-cut, unassailable 
diagnosis can be made without 
reference to the clinical history 
of the case and in complete 
ignorance of all facts connected 
therewith. In majority of 
cases, however, the findings 
are suggestive and explanatory 
rather than conclusive.” __ 

With this I am in entire 
accord since a diagnosis arrived 
at and treatment of mouth 
pathology based on X-ray 
examination alone will often 
meet with failure. 

When a physician refers 4 
patient to a dentist for an 
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opinion he should supply the 
dentist with all the information 
he has in reference to the case, 
for we must remember that if 
the dentist treats the patient 
upon the basis of the mouth 
being a thing apart from the 
rest of the body, he is falling 
far short of the measure of his 
responsibilities. 

| realize that in a paper of 
this nature a discussion of 
mouth infection is expected. 
The time alloted is not suffi- 
cient to take up this subject. 
Permit me here to incorporate 
certain conclusions I have 
reached in reference to mouth 
infection : 

1. There is no such thing as 
a harmless mouth infection. 

2. Mouth infections may 
be the primary cause of disease 
elsewhere in the body; often 
they are an influencing factor. 

8. Contrary to what is the 
usual belief,in the majority of 





cases the infections about the 
root ends of the teeth are of a 
non-suppurative type and their 
harm to the body is due to 
toxins rather than to metasta- 
tic invasion by the organisms 
themselves. It is unwise and 
often dangerous to attempt to 
eradicate by surgical means 
many chronic oral foci of 
infection at one time. The old 
adage “Make haste slowly” 
should guide us. 

4. The claim that no pulp- 

less teeth can be safely retained 
|: as absurd as the effort to 

retain all pulpless teeth, no 
matter how badly diseased. 
Physicians should not order 
teeth removed, nor should 
dentists carry out such orders, 








unless both are familar with 
what modern dentistry can 
accomplish in eradicating 
disease about pulpless teeth. 
The same applies to infection 
of the investing tissues of teeth. 

5. To attribute nearly 
every ailment, to which man is 
heir, to mouth infection, is 
poor logic, but to stop one’s 
ears to apparently well-proven 
facts, is equally illogical. 

6. Whenever the diagnosis 
of mouth infection is made, we 
should always remember that 
we are dealing with a condition 
that has the potential power 
of very serious trouble. In 
many instances there will 
probably be no ill effects, but 
the possibilities should always 
be considered. 

7. It is not necessary or 
right to remove a useful pulp- 
less tooth unless pathology or 
bacterial invasion can be found. 
The writer is well aware of the 
fact that the presence of bac- 
teria does not within itself | 
constitute disease, but the 
presence of bacteria within 
interstitial tissue, carrying on 
their life cycle and the reac- 
tion of the tissues to their 
presence and function, does 
constitute disease. 

8. Both medical and dental’ 
professions need more accurate 
information on this subject, — 
more painstaking, and there- 
fore better diagnosis, and a 
better sense of clinical values. 

I have made criticisms of 
some physicians and subscribed 
to the opinions of others in the 
full realization that the sins of 
commission and omission of 
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the dental profession are many. dentists are responsibilities and 
These criticisms have been courtesies which, if ignored, 


entirely impersonal and made gre pound to cause trouble 
in an effort to provoke progress. P ' 

In closing I will quote from whereas, if accepted with ful 
a paper by Best and Waldron: ¢©0-operation, will mean greater 


“Between physicians and _ service to the patient.” 










Editor ORAL HYGIENE: 

Reduced fares to the Cleveland meeting have been granted by 
all of the Passenger Associations, covering practically all of the 
U.S. A. Round trip tickets will be sold at one and one-half fare 
for the round trip, on Identification Certificates, as distinguished 
from the Certificate Plan used heretofore. 

Date of sale ranges from September 3-12 in the Central, fi 
Trunk Line, Southeastern, Southwestern, New England, Western 
and Trans-Continental lines, to August 31 from Western Coast 
territory. 

Tickets will be validated at Cleveland by agents at the regular 
ticket offices of the lines over which tickets read into Cleveland 
September 10-12, passenger to reach original starting point not 


later than midnight of Sept. 20. 
Yours truly, 
D. C. Bacon 
Chairman Transportation Committee 
American Association Dental. 


$1 North State St. 
Chicago, II. 
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AOS AOD EOSD IN ONG OSS 
The Teeth and Their Care 


Primary Chapter 


QESVESCRIPTION OF THE 
ey Moutu — The 
| | mouth or oral 
} } cavity is the space 
pee) lying between the 
jaws. It is bounded in front 
by the lips, at the sides by the 
cheeks, above by a hard, bony 
structure known as the hard 
palate, and behind by the soft 
palate and the opening beneath 
it by which the mouth opens 
into the pharynx. The mouth 
contains the tongue, the teeth, 
and the bony structure which 
holds the teeth in position 
which is known as the Alveo- 
lar (Al ve 0 lar) Processes. 
Growing up between the teeth 
are small tips of mucous mem- 
brane known as the Gingivae. 
(Gin ja ve). It is in the mouth 
that the food is divided into 
small bits, mixed with the 
saliva, and prepared for diges- 
tion by the stomach. 

The Deciduous or Temporary 
Teeth—The temporary teeth 
begin to appear when the child 
is about six months old. All of 
them, twenty in number, are 
usually in place by the time 
the child is two years of age. 
This set is composed of four 
Central Incisors, four Lateral 
Incisors, four Cuspids, four 
First Molars, and four second 

olars. 

The Permanent Teeth.—The 
permanent teeth are formed in 
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By JESSE MILLER, D. D. S. 


small cavities in the bone 


directly beneath the roots of 
Figure 1. 





Upper Temporary Teeth 
1. Central Incisors. 2. Lateral 
Incisors. $3. Cuspids. 4. First 
Molars. 5. Second Molars. 


Figure 2. 





Upper Permanent Teeth 


1. Central Incisors. 2. Lateral 
Incisors. 3. Cuspids. 4. First 
Bicuspids. 5. Second Bicuspids. 
6. First Molars. 7. Second 
Molars. 8. Third Molars. 


the temporary teeth. As they 
are formed, they move upward, 
pressing against the roots of 
the temporary teeth. This 
causes the temporary teeth to 
loosen. When they have been 
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removed, the permanent teeth 
come through the gums to take 
their places. The first tooth to 
appear is the First Permanent 
Molar, which makes its ap- 
pearance directly behind the 
second temporary molar when 
the child is about six years of 
age. This tooth is commonly 
mistaken for a temporary 
tooth. It is very important 
that it be not permitted to 
decay for it will never be 
replaced. 

At seven years of age, the 
temporary central incisors are 
replaced by the permanent 
incisors, the lower ones usually 
appearing first. Then the per- 
manent Lateral Incisors, Bi- 
cuspids, Cuspids, and Second 
Molars make their appearance 
in the order named. The Third 
Molar or wisdom tooth is the 
last tooth to erupt and may 
appear any time after the child 
is sixteen years of age. Since 





























a 


the temporary teeth guide the 
permanent teeth into position, 
it is very important that they 
be kept in good condition g9 
the permanent teeth will be in 
the proper position. (Figure 3.) 

Structure of the Teeth—A 
tooth may be divided into two 
parts. The portion appearing 
above the gum is known as the 
crown and that portion lying 
beneath the gum and extend- 
ing into the bone is known as 
the root. The greater portion 
of the tooth is composed of a 
hard, bony substance called 
Dentine. The portion of the 
Dentine forming the crown is 
covered with Enamel, which is 
the hardest substance in the 
body. The enamel prevents 
the teeth from wearing away. 
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The portion of the dentine 
forming the root is covered 
with Cementum to which the 
membranes and ligaments 
which help to hold the tooth 
in position are attached. In a 
hollow space within the den- 
tine is found a soft mass known 
as the Dental Pulp, which 
contains the nerve and blood 
vessels. The crowns of the 
teeth are so shaped that when 
the jaws are closed the teeth 
strike each other in such a 
way that food may be divided 
into small bits. (By looking at 
figure 4 you can see how a 
small decayed place in the 
tooth can soon reach the pulp 
and cause pain.) 


Figure 4. 
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Diseases of the Teeth.— 
When particles of food 
are permitted to remain 
upon the teeth, microbes © 
attach themselves to this 
food and a film is form- 
ed around the teeth. If 
this film is not removed, 
acid forms underneath it. 
This acid gradually de- 
stroys the enamel. When 
the enamel has been in- 








jured the dentine underneath 
is rapidly destroyed and if this 
cavity is neglected, the decay 
reaches the pulp or nerve caus- 
ing a severe toothache. This 
decay of the teeth is known as 
Dental Caries (ka’ri ez). 
Another common and serious 
disease of the teeth and gums 
is called Pyorrhea. (Pio ré’a). 
In this disease, bacteria infect 
the edges of the gums. The 
gums become sore and bleed 
easily. Gradually the teeth 
loosen and finally fall out. 
This can be prevented by 
taking good care of the teeth. 
Habits such as mouth 
breathing and thumb sucking 
when the child is quite young 
often cause the teeth to come 
in crooked. Then the bones 
which form the face can never 
develop and the child will have 
a deformed face. These teeth 
can often be straightened dur- 
ing childhood. (See figure 5.) 
The Result of Tooth Decay.— 
Neglect of the teeth may 
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produce many bad _ results. 
The odor from an unclean 
mouth is very unpleasant to 
others. The teeth in such a 
mouth decay very quickly. 
As these teeth become sensi- 
tive, chewing is neglected and 
the stomach is loaded with 
unmasticated food. When the 
teeth are decayed, sweet, hot, 
or cold foods taken into the 
mouth, may result in tooth- 
ache. This will mean painful 
visits to the dentist to have 
the tooth filled if it is not 
already too late. 

The evil results of tooth 
decay are not limited to the 
teeth themselves. Recent 


studies have shown that the 
germs which cause the decay 
of the teeth may also form 
poisons which will affect the 





Figure 6. 


eel 


entire body. These poisons 
are formed in the tissues 
around the teeth. They may 
get into the blood and be 
carried to other parts of the 
body. Here they may cause 
many serious diseases such as 
Rheumatism, Heart Disease, 
Tuberculosis, Goitre, and 
many others. A_ neglected 
tooth or mouth is a gateway 
through which some of our 
worst enemies gain entrance. 

The Care of the Teeth—The 
enamel is the natural protec- 
tion of the teeth so it is very 
important that it not be 
injured. It is brittle and chips 
easily so we must be careful 
not to bite upon hard sub- 
stances such as metals lest we 
injure the enamel. 

We should select the food we 
eat. Hard, coarse foods, such 
as the crusts of bread, tend to 
polish the surfaces of the teeth 
and prevent deposits from 
forming upon them. The foods 
which savages eat helps to 
keep their teeth in good condi- 
tion. The more fresh vege- 
tables and fruits we eat the 
better for they help to keep 
the teeth in good condition. 

The most important aid in 
keeping the teeth in good con- 
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dition is the brushing with the 
tooth brush. It has been said 
that in an army where the 
soldiers must be kept in the 
best of health, the dental 
toilet should be inspected as 
thoroughly as the rifles. 

The teeth should be brushed 
regularly at morning and night 
at least and it is best to brush 
them after each meal. At least 
once a day, preferably at night, 
a good tooth paste should be 
used upon the brush. The 
paste will remove the sticky 
materials which collect upon 
the teeth and which are very 
hard to remove with the 
brush alone. At other times, 
use the brush and water. 

The tooth brush should not 
be too large and the bristles 
should be of medium hardness 
and so shaped that they will 
get between the teeth. Both 
the crowns and sides of the 
tooth should be brushed. It is 
much better to brush from the 

Figure 7. 
TO HAVE GOOD TEETH 


BRUSH THIS WAY 
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gums toward the cutting edges 
that sideways across the teeth 
so the bristles can pass between 
them. The most effective way 
is to place the bristles of the 
brush firmly against the teeth 
at the gums, forcing the bristles 
between the teeth. Then give 
the brush a rotary or scrubbing 
motion toward the cutting 
edges of the tooth. (Figure 7.) 
When the brushing has been 
completed, water should be tak- 
en into the mouth and forced 
around and between the teeth 
by the lips, tongue, and cheeks. 
It is important that the mouth 
be rinsed so that the remain- 
ing food particles can be re- 
moved. Even the best of tooth 
brushes will not always keep 
the spaces between the teeth 
clean. Such spaces may be 
cleaned by passing dental floss 
in between the teeth. 
Dental Care of the Teeth— 
Even with the best of care, 
hard substances known as Tar- 
tar are often deposited upon the 
teeth, usually at the margin of 
the gums. Stains are also form- 
ed which cannot be removed 
with the brush alone. These 
can be removed by the dentist. 
So at least three times a year 
they should be cleaned by a 
dentist. At this time they 
should be examined for cavities. 
The small cavities are not pain- 
ful to fill and the tooth is not 
weakened because the decay is 
soon checked. Ir Wer Can 
Keep Our TEEetH In Goop 
ConpiTIon Untin WE ARE 
Twenty-Five YEArs or AGE, 
We Witt Propasity Have 
Goop TEETH FOR THE RE- 
MAINDER OF Our LIVEs. 
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Advanced Chapter 


By REA PROCTOR McGEE, D. D.S., M. D. 


The Importance of Mouth 
and Teeth—The mouth and 
the teeth are very important 
parts of our y machine. 
On their health depends to a 
great extent the health of the 
entire body. The mouth is the 
gateway to the digestive tract, 
through which must pass the 
food that builds up the various 
parts of the body, and the 
teeth are the mills which 
prepare the food for digestion. 

Both mouth and teeth must 
always be in good health so as 
to do their part of the work of 
these wonderful machines effi- 
ciently and well. Every thing 
that can be done to keep them 
clean and healthy will help to 
preserve the health of the 
whole body. 

It is of the greatest import- 
ance to remember that from 
the first mouthful of air a baby 
takes until the last breath of 
life, the mouth is always open 
to infection from the outside. 

There are many forms of in- 
fection due to unclean objects 
being put into the mouth. 
Always be sure that anything 
you put into or near your 
mouth is absolutely clean. 

Every mouth inflammation, 
even though it be slight, should 
be attended to at once by the 
dentist. 

The Two Kinds of Teeth.— 
There are two kinds of teeth, 
temporary or first teeth, and 
permanent teeth. The tem- 
porary teeth serve us until we 
are about six years old and 
they gradually are replaced by 


pon a a. Th: A; ¥. 


the permanent teeth which last 
our lifetime if we take care of 
them. 

But though the temporary 
teeth serve us such a short 
time, they are very important. 
On them depends largely the 
health of the teeth that follow, 
and if we do not care for them 
properly, we not only cause 
their loss, but we injure the 
permanent teeth. If the tem- 
porary teeth are allowed to 
become abscessed, decayed and 
diseased, they contribute poi- 
sonous bacteria into the sys- 
tem of the rapidly growing 
child and are preventing that 
child from getting his full 
measure of health, strength, 
mental activity and happiness. 
So we must care for these first 
teeth as carefully as possible. 

The care of the permanent 
teeth should begin with the 
first molar and last through 
life, so that every particle of 
food that is taken into the 
system may be properly mixed 
with the saliva and may be 


divided into particles for 
digestion. 
The Temporary Teeth: 


Growth and Arrangement.— 
The way in which the teeth 
come into their places in the 
mouth is called “eruption.” 

The temporary teeth begin 
to make their appearance when 
the child is about six months 
old. They are twenty in num- 
ber, and small, and they work 
for us while the jaw is still too 
small to hold the teeth we need 
when we are older. 
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Here is a list of the tempo- 
rary teeth: 

Central. Incisors: right and 
left, upper and lower. 

Lateral Incisors: right and 
left, upper and lower. | 

Cuspids: right and left, up- 
per and lower. 

First Molars: right and left, 
upper and lower. 

Second Molars: right and 
left, upper and lower. 

The first of these temporary 
teeth to erupt, or make their 
appearance, are the lower 
central incisors. Then come 
the upper central incisors. 
After these come the lower 
lateral incisors, or second teeth 
from the front, and later the 
upper lateral incisors. Fol- 
lowing these come the first 
temporary molars or double 
teeth, next the upper and lower 
cuspid teeth, and last the sec- 
ond temporary molars. The 
last of these temporary teeth 
generally appear by the end of 
the second year. 

The Permanent Teeth: 
Growth and Arrangement.—Un- 
til the child is about six years 
old, the temporary teeth 'per- 
form the work of preparing the 
food for the stomach. At six 
years of age, when the jaw 
expands and the growing body 
requires a larger and more 
powerful set of teeth to grind 
its food, the roots of the tem- 
porary teeth are gradually ab- 
sorbed and these teeth come 
out one after another, making 
toom for the permanent set. 
When the time finally comes 
for the eruption of the per- 
manent teeth, the temporary 
teeth should come out of their 


own accord. Unfortunately, 
however, there are many inter- 
ferences with the ideal program 
and frequently these teeth 
must be extracted to make way 
for the permanent successors. 
The first of the permanent 
teeth to make their appearance 
are the first molars, which 
appear back of the last tem- 
porary teeth in each jaw. 
These are the largest teeth in 
the permanent set and no 
temporary teeth are lost to 
make way for them. Often 
these are mistaken for tem- 
porary teeth and are allowed 
to decay because it is supposed 
that they will be replaced. 
This is not true, and great 
care should be taken of these 
molars, for they are the key 
teeth and determine the regu- 
larity of the other teeth. 
When the child is about 
seven years old, the temporary 
lower central incisors are lost 
and replaced by the permanent 
ones. About six months later 
the upper temporary central 
incisors are replaced by their 
permanent successors. The 
first bicuspids then replace the 
first temporary molars. There 
are no bicuspids or third 
molars in the temporary set. 
When we are about ten years 
old, the second temporary 
molars are replaced by the 
second bicuspids, and at twelve 
years of age the second per- 
manent molars appear back of 
the first permanent molars. 
Between the ages of eleven 


-and twelve, the temporary 


cuspids are lost and replaced 
by the permanent ones. These 
teeth are of great importance 
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in giving expression to the 
mouth, and if they grow in an 
irregular position every effort 
must be made to have them 
placed where they belong. 
The third molar makes its 
appearance between the ages 
of sixteen and twenty-five, and 
sometimes later. This makes 
a total of 32 teeth in the per- 
manent set. 

Here is a list of the perma- 
nent teeth: 

Central Incisors: right and 
left, upper and lower. 

Lateral Incisors: right and 
left, upper and lower. 

Cuspids: right and left, up- 
per and lower. 

First Bicuspids: right and 
left, upper and lower. 

Second Bicuspids: right and 
left, upper and lower. 

First Molars: right and left, 
upper and lower. 

Second Molars: right and 
left, upper and lower. 

Third Molars: right and left, 
upper and lower. 

‘If you should draw a per- 
pendicular line through the 
center of the face, you would 
have next to the line in either 
jaw the central incisors. The 
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and the eighth is the third 
molar. 

Structure of the Teeth.—The 
teeth are composed of a bone- 
like material and are held in 
place by roots running deep 
into the jaw. Every tooth is 
developed from a tooth bud, 
which Nature lays in a groove 
deep in the bone of the jaw, 
just as we plant seeds in the 
ground. 

Before the bud really begins 
to develop, Nature covers the 
groove in the jaw with a 
deposit of thin bone. As the 
tooth grows, it begins to push 
upward, causing the resorption 
of the overlying bone and 
eventually the tooth reaches 
its proper place. 

Each tooth has five different 
elements in its construction. 
The crown of the tooth, which 
is the part projecting into the 
mouth, is covered and pro- 
tected by enamel, the hardest 
substance in the body. The 
root of the tooth is covered by 
cementum, which is bone. In 
the center of the tooth is a 
cavity containing the pulp, 
which is commonly called the 
nerve, consisting of blood ves- 
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Figure A. 


second tooth from the center 
is the lateral incisor. The third 
tooth from*the center is the 
cuspid. The fourth tooth is 
the first bicuspid and the fifth 
is the second bicuspid. The 
sixth is the first molar; the 
seventh is the second molar; 


sels, nerve fibers, and con- 
nective tissue. The body of 
the tooth is made up of den- 
tine, which is softer than either 
enamel or cementum. Around 
the root of the tooth, close to 
the cementum, is a tissue or 
membrane which nourishes the 
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tooth. This membrane is call- 
ed the peri-dental membrane 
and holds the tooth in position 
in the bony socket, allowing 
it a little motion under high 
pressure, so that there will be 
no shock to the teeth when 
they meet in chewing. 

Importance of Care of 
Teeth—Neglect of the teeth 
produces many bad effects, not 
only on the teeth themselves, 
but on the whole body. De- 
cayed teeth are sensitive, and 
because it is painful to chew 
with them, we swallow our 
food half-chewed and load our 
stomachs with indigestible 
material. The bacteria which 
cause decay of the teeth may 
form poisons which go all 
through the body, sometimes 
causing rheumatism, heart dis- 
ease, neuritis, goitre, cancer 
and other serious illnesses. 
A neglected tooth is a gateway 
by which some of our worst 
germ enemies may gain en- 
trance. 

Tooth Decay and Its Causes. 
—The commonest disease in 
the world is Caries, or decay of 
the teeth. It is caused by a 
type of bacteria which grows 
in the food particles left in the 
mouth and between the teeth. 
These bacteria stick to the 
surface of the enamel and draw 
over themselves a coating of 
gelatine. Underneath this 
coating the bacteria form acids 
which dissolve the lime in the 
enamel protecting the teeth, 
and open a passage into the 
dentine inside of the tooth, 
then to the pulp. When the 
decay reaches this point, the 


tooth becomes very sensitive 
and is liable to ache. 

Do not allow your tooth 
pulps to become exposed, and 
you will have a far better 
chance of keeping your teeth. 

Abscesses.—Abscesses of the 
teeth are due to infection of 
the pulp. Only about one 
tooth in five that has an ab- 
scess at the tip of the root 
causes pain. An _ abscessed 
tooth is very difficult to cure 
and generally has to be ex- 
tracted. 

Inflammation of the Gums.— 
The little tips of gum which 
extend up between your teeth 
are very essential to the health 
of the tooth. They are pro- 
jections of the mucous mem- 
brane which completely lines 
the mouth. When healthy, 
this membrane is a delicate 
pink color but when inflammed 
it becomes a deep red. When 
these little tips become red and 
tender and bleed easily, it 
shows that they are not in good 
health and should be looked 
after immediately. 

A dangerous tooth disease 
called Pyorrhea often develops 
from inflamed gums. Pyor- 
rhea is an infection of the 
peridental membrane, which 
destroys the membrane and 
bony walls about the teeth, 
forming pockets. In_ these 
pyorrheal pockets there are 
always deposits of tartar and 
pus-producing bacteria. 

The way to avoid inflamma- 
tion of the gums is to clean 
your teeth thoroughly two or 
three times each day, not 
forgetting the proper way of 
brushing the teeth. 
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Tartar.—Tartar is a lime 
waste, found in solution in the 
saliva. It is deposited upon 
the necks of the teeth. [If 
permitted to remain, it be- 
comes very hard and dense, 
forcing the gums to recede 
from the necks of the teeth. 

Bacteria then infect the 
pockets created by the reces- 
sion of the gums and the gums 
become diseased. Tartar can 
be removed only by the dentist, 
who should be visited three or 
four times a year, assisted by 
proper brushing of the teeth. 

Irregular Teeth.—Sometimes 
the teeth grow in irregularly 
because of some natural con- 
dition, but more often because 
the temporary teeth were 
neglected and lost, or because 
the child sucked his thumb or 
breathed through his mouth 
while his teeth were growing in 
place. 

From the wings of the nose 
to the center of the cheeks and 
then down to the tip of the 
chin is the most expressive area 
of the face. All of this portion 
of the face depends for its 
support upon the teeth and 
their bony supporting processes, 
so if the teeth are irregular, 
the face will be irregular. 
Beautiful faces depend upon 
regular teeth. Since irregular 
teeth cause the face to become 
less attractive and the mouth 
to lose its shape they should 
be straightened as soon as 
possible. 

Prevention and Care.—The 
deposits that occur upon the 
teeth, are green stains, brown 
stains and tartar. When you 
notice these appearing on your 


teeth, go to the dentist and 
have the teeth cleaned. Then be 
especially careful about brush- 
ing them afterwards, and at the 
faintest sign of trouble have the 
dentist examine your teeth. 
Don’t wait-until they ache, but 
go at once. If you have your 
teeth carefully examined three 
or four times a year, the little 
cavities will not grow into big 
ones, and your teeth will keep 
their good health. — 

The teeth should be brushed 
after each meal, particularly 
before retiring. They may be 
most effectively brushed in the 
following manner: 

A good tooth brush, with 
bristles of medium hardness, 
together with a good tooth 
paste or powder, should be 
used. The bristles of the brush 
should be held firmly against 
the teeth, using a slight rotary 
motion. Care should be taken 
to force the bristles of the 
brush between the teeth, and 
they should be brushed from 
the gums toward the masticat- 
ing surfaces or the tops of the 
teeth. When the cheek sur- 
faces of the teeth, next to the 
tongue and in front have been 
thoroughly brushed, the inside 
surfaces should be treated in 
the same manner. Then the 
masticating surfaces of the 
teeth should be carefully brush- 
ed. The gums may now be 
brushed with a slightly rotary 
motion, care being taken not 
to injure them. This stimu- 
lates the gums and helps to 
keep them healthy. When the 
teeth and gums have been 
brushed, the mouth should be 
rinsed with water. 
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The teeth not only chew the 
food and prepare it for its 
journey through the body, but 
they are also a part of our 
speaking apparatus and have 
an important effect on our 
appearance. If you wish to 


have good digestion, good 
health, an agreeable, pleasant 
voice, and a good appearance, 
remember that these things 
depend largely upon how you 
care for your teeth. 





(H. B. 432. ] 


SCHOOLS: Instruction Relating to Care and 


Hygiene of Teeth. 


AN ACT to secure competent instruction in the public schools of the state of Missouri 
on the care and hygiene of the teeth and their relation to the general health. 


SECTION 1. Chapter edited in physiology on dental hygiene by committee. 
SECTION 2. A misdemeanor to use any other text book. 


Be it enacted by the General Assembly of the State of Missouri, as 
follows: 


Section 1. Chapter edited in physiology on dental hygiene 
by committee—That a chapter or chapters on dental hygiene 
be required in all text books on physiology used in the public 
schools of the state of Missouri. That said chapter or chapters 
shall convey the proper knowledge to the pupil on the care, 
function, and relation of the teeth to the general health. The 
aforesaid chapter or chapters in said text books shall be edited 
or approved by a competent committee composed as follows: 
It shall consist of five members, three of whom shall be selected 
by the state dental society, one by the state board of health, 
and one by the state superintendent of schools, and they shall 
serve without compensation. 


Sec. 2. A misdemeanor to use any other text book.—For 
the purpose of carrying out the intent of this act, it shall be 
unlawful, on and after the first day of July, 1922, to sell in this 
state for use in the public schools, any text book on physiology 
which does not contain the aforesaid chapter or chapters; and 
the offering for sale of any text book on physiology in violation 
of the above section shall be a misdemeanor: Provided that 
such chapter or chapters may be sold by any publisher or dealer 
in pamphlet form in any case where a school district has in use 
any text book which may not be changed under the law for a 
certain period of time. 
Approved March 28, 1921. 
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The photograph shown is one taken by the writer, in one of the Minneapolis public ‘ 
school dental clinics. Note that the two children in the center, brother and Marki 

sister, are of the same age but different nutrition than the others—the lows: 

two on the right, as they stand, being eleven years and the other ° 
two, nine years of age. The two undernourished children General 

have eight and nine cavities respectively. The others 

are nearly free from decay. ‘ve eatee 
Caries. . 
_ B Occlusic 
WN addition to the Over six hundred dollars Previou 
| “demonstration” prizes was given. The prizesp *%l.. 
mH clinics described at offered were in cash, and fo— One 


te | length in the the most perfect and well cared total 
A a ans December 1921 for mouths. The 
number of Ora HYGIENE The money was furnished by§ prepar 
the Oral Hygiene Committee 4). two farm papers, Th meetir 
of the Minnesota State Dental Pec ied The Parade of whi 
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care conducted a prize contest Dental Auxiliaries for the st. 
at the Minnesota State Fair. Paul and Minneapolis children 
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respectively. The prizes of- 
fered were as follows; 


Girls from 2 to 6 (inclusive). . 
A tee Ist, $15; 2nd, $10; 3rd, $5. 
Girls from 6 to 12 (inclusive). 

1st, $15; 2nd, $10; 3rd, $5. 
Girls from 12 to 16 (inclusive). . 

Ist, $15; 2nd, $10; Srd, $5. 
Boys—Same. 

There was a grand sweep- 
stake for all children in any 
dass, and a sweepstake for 
country boys (meaning any 
child outside of the Twin 
Cities) and a sweepstake for 
country girls. 


Grand Sweepstake.......... $50.00 
Girl's Sweepstake........... $25.00 
Boy's Sweepstake........... $25.00 


‘Over eleven hundred chil- 
dren presented themselves for 
examination. These examin- 
ations were made by dentists 
from all over the state, who 
gave their services gratis. 
Markings were made as fol- 
lows: 
General Condition. . 
¥  . (Possible 30 points) 
Caries. . .(Possible 30 points) 
Occlusion. . . (Possible 30 points) 
Previous Repair. bags 10 points) 
Total. . .2ee- 100% 
a boy Bas a $90 in 
total prizes and sweepstakes. 
The dental health exhibit 
prepared for the National 
meeting in Los Angeles (cuts 
of which are now being run in 
Orat HYGIENE) was also shown 
in the tent where the dental 
examinations for the prize 
contest were held. 
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By Wm. H. CARD, D. D.S., Minneapolis, Minn. 
Chairman Oral Hygiene Committee, Minneapolis State Dental Association 


It may be of interest to 
know that the Minnesota State 
Fair Board was the first in the 
United States to create a 
public health department, and 
has had a separate building set 
apart for its use. About seven- 


‘ teen different public health 


. 
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- agencies take part. 


Following the showing at the 
State Fair, different units of 
this exhibit were shown at 
several county fairs, and re- 
quests are on file by several 
different health agencies for its 
use during the winter. 

A campaign of education in 
the newspapers, by the publi- 
cation of well-written and 
censored articles on mouth 
hygiene and proper diet is now 
being planned. 

Later the Committee hopes 
to have published its own text 
books on oral hygiene for use 
in the public schools. 

Radio broadcasting is now 
being done by the Minneapolis 
District Dental Society. 

A plan for the instruction of 
the teachers, school and county 
nurses of the State, so that 
they may in turn impart their 
knowledge to the school chil- 
dren, is being considered. This 
is to take place of the demon- 
stration clinics. 

A similar plan is now being 
carried out by the Oral Hy- 
giene Committee of North 
Dakota, directed by Dr. R. S. 
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Towne, Chairman, and should 
be productive of great good. 

The matter of stimulating 
the dentist of the State into 
taking greater interest in doing 
children’s work and devoting 
more time to instructing par- 
ents in proper diet principles, 
is one of the hardest and most 
difficult tasks confronting us. 

Recently the Chairman was 
called before the Curriculum 
Committee of the University 
of Minnesota College of Den- 
tistry to present his experi- 
ences in this respect, as a 
possible aid to this Committee 
in determining as to whether 
additional hours should be 
given in the Children’s Den- 
tistry Department, in opera- 
tive and diagnostic clinics for 
young children. 

Heretofore, the dental stud- 
ent from this (and probably 
every other) dental college has 
had a very limited experience 
with young children—infirm- 
ary patients usually ranging 
from 12 to 14 years on. 

The idea seems to prevail, 
also, that a very small per- 
centage of graduate dentists 
are temperamentally suited to 
doing children’s work. 

Maybe the idea that child- 
ren’s work is not lucrative 
enough has much to do with 
the temperamental deficiency. 
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Man can do almost anything— 
uf he wants to. 

The male of the human 
species at this, the graduation 
age, has the peculiar character. 
istic and intolerance with his 
younger “‘sistern and brethern” 
which usually undergoes a 
change as he gets children of 
his own. But he has already 
formed the habit in his office 
practice of “putting off” the 
children’s work, and _ over. 
looking many opportunities of 
saving some poor kid a life of 
misery by shirking the filling 
of deciduous teeth when filling 
was indicated or overlooking 
some impending need of ortho- 
dontia due to adenoids or 
diseased tonsils or neglecting 
to note signs of malnutrition, 
or call attention to it. 

The photograph shown is 
one taken by the writer, in one 
of the Minneapolis public 
school dental clinics. Note 
that the two children in the 
center, brother and sister, are 
of the same age but different 
nutrition than the others— 
the two on the right, as they 
stand, being eleven years and 
the other two, nine years of 
age. 

The two undernourished 
children have eight and nine 
cavities respectively. The oth- 
ers are nearly free from decay. 
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ie eco) January Ora HyGiene we printed the first six 
(4 eA charts of this splendid series which was first shown 

“a a) at the Los Angeles meeting of the American Den- 

Sete) [et oI Sy : 

E Te tal Association. The next twelve were printed last 
=—aiie=d) month. The charts shown this month complete 
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= r ARE | 
| @-Use a small toothbrush. 
; Bristies. should be set far apart in rows 
| b- Brush with vertical-rotating 
| movement from gum to biting edge. 
| c- Therapeutic brushing Is indica- 
| “Grout cnet Pecos, | | Chart Number Two ff Cha 
_. d- Brush mouth and tongue thoroughly. 
_ e@-Never use toothpicks. ; 
| f-Use dental floss gently. 
| g- Use tooth powders and pastes | 
that are free from grit. 
Lime water and salt water 
make mouth washes. 
h-K mporery teeth in 
repair until the time of 
Natural loss. 
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|) DEVELOPMENT OF THE DENTAL ARCH | 
A-Pernicious habits- 


: Thumb sucking fe 

| 4 yc Se : | 
J > Pacifiers \ 

* ~~ B- The Mouth Breather - j 
4 me af caused by (— iF 
Chart Number Three oe : 
C- Diseased Tonsils - / 
_ Deformities which iN 


show up in tater A 
life. : 











| _D- Loss of six year molar - 


Above deformities are all 
_ preventable. ; 
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ia which attacks teeth 
as destructive a Suge fruit 
Bet rots fruit. | 
Tooth mould s two fluids — 
' A- AW 
<” ‘echcid waste Fluid dissolves 
the hard lime from the 
teeth making a cavity. 
-B- A Digestive Fluid— 
_* @-Reduces the non-hard sub- 





























LS See 
t of the © q 
_ mouth from the sixth to the™ 
| sixteenth year. 
“The eruption of the petmanent teeth 
_ &-From six lo eight years— 
J the inexsors end first or 


Kear molars. 

B- From nine to twelve yeers- 
teeth. i 
C- From twelve to thir teen | 

years -the second mofars. | 
D- From eleven to thirteen 

years the cuspics (eve teeth) 
E- The wisdom teeth er 3% 

at sixteen or later. 
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Chart Number Five 
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| The sixteen year old mouth 
is. the development of the 
ad ee mouth. 
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Pages from the Diary of the 
‘| Modern Dental Samuel i. 





With a great deal of pomp 
and secrecy I was led into the 
private chambers of a D. D.S. 
to Have the first exhibit of a 
new one shortly to be intro- 
duced to the dental profession. 


5 Se 


The D. D. S. said it was a 
great secret. and he is going to 
spring it on the profession and 
surprise them. Looking over 
a room fitted up with a lot of 
electric wiring and boxes filled 
with a lot of batteries that 
looked like a radio receiving 
station, I was told that which 
I saw before me was it. 


Aa ad 


All of this paraphernalia to 
cure pyorrhea and to produce 
anesthesia. Well, it’s the Elec- 
tronic Reaction of Abrams and 
it’s having a cycle in the 
medical world: dentistry is 
going to be the next avenue 
for its outlet. 


Oe Se 


What I have seen and the 
probable outcome no one can 
prognosticate. It’s going to 
have a wave in the dental 
world like it’s having in medi- 
cine. In every large town 
that has an osteopath, you 
will find this new parapher- 
nalia installed. 


| By SAMUEL PEPYS, Jr., D. D.S. 





From the standpoint of clin. 
ical medicine. it’s impossible. 
Pearson’s Magazine first 
exploited this new treatment 
and since that time nearly 
every magazine in the country 
has condemned it. All elec- 
tric agents and nostrums that 
have no outlet in the medical 
world then seek such as the 
osteopaths, ‘chiropractors, etc., 
—and then try to include the 
dental profession. 
Oo Se 


The American Medical 
Journal has exposed this new 
form of treatment and those 
who are enveloped in the wave 
should first of all consult the 
editor of the latter journal. 

Alibi—occasionally some D. 
D. S. sends me a patient that 
he would like to have some 
advice on and there is always 
an alibi in his letter when the 
case is sent. Now, when ! 
send a case to an oral surgeon, 
orthodontist, pedodontist, 
radiodontist, or exodontist | 
don’t alibi myself to the pa 
tient. 

Oo See 

I compliment myself when 
I send the case, and don't 
make any apologies. Noneof 
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we: 


us are philanthropists. We 
send out cases to these various 
specialists for two reasons. 
One is that we can’t do the 
work as we would like to see 
it done, and the other reason 
is that we don’t like to do it. 
Now, let us not belittle with 
excuses the man who is to do 
the work—be man enough to 











a give him his just credit, the 
. patient is usually ahead of us 
and they will have more re- 
e first B spect for us. 
ae ae 
untry |. In conversation, at the Chi- 


cago meeting, with Dr. Percy 


| elec- 

5 tha | Howe, of Boston, like a school 
edical ™@ boy with a new radio outfit, he 
1s the @ told me about the great prob- 
;,etc, @ lems ahead of him in the re- 
ie them search work he has under way 

in his laboratory at Boston. 
@¢ Se 

dical@ The enthusiasm displayed 
snewm™ the sincerity of purpose and 
those ® how the man is giving over his 
wave @ life to his work should be an 
t the # inspiration to those in the 


al... & dental profession whose ideals 


are beyond the chasing of the 
ai dollar. 
that 9 Se 
some May he live to see all of the 
ways & facts that he has been attemp- 
a the B ting to prove come to a reali- 
en 18 zation. While on this subject 
con, B I am wondering how many 
tist, @ men in this country have ever 
ist 1 @ gone to the trouble to visit the 
| P& @ curator of the Library and 

Museum of Dentistry located 

at the Northwestern Univer- 
vhen § sity, in Chicago, and spent a 





lon’t 
ne of 


little time reviewing some of 
the history of dentistry and 









learning that the pioneer 
workers had mapped out a 
campaign for us that was of an 
elevating character. 


@¢ Se 


Those who intend to write 
a paper or design some new 
technic may be surprised to 
learn how old is the idea they 
have m mind—that it may. 
have been practiced by those 
who preceded us. 


Oo See 


When I look at some of the 
advertisements I receive in 
the mail it shocks my pride to 
see some dental laboratory 
making the statements they 
do, about some piece of work 
that they attach their name 
to, by calling attention to an 
improvement made by bend- 
ing a lingual bar just a trifle 
more and. forgetting that they 
were not the originators and 
that some worthy D. D. S. 
had given it to the profession 
without a lot of obnoxious 
statements that do not dis- 
turb one’s sense of pride. 


@¢ Se 


My dental friends are cer- 
tainly good book-keepers. 
When I loan one of my dental 
books from my library I kiss 
it goodbye. : 

Now, dental. books, I find, 
increase in value the_ longer 
you keep them, as their edi- 
tion is limited and it is with 
difficulty that you can buy old 
editions of dental books and 
the profession in general should 
have a higher: regard for this 
form of publication. 

























“HE fate of your 
yg, Toot canals is de- 
fay termined not by 
eye what you put in 
~ <} but rather by 
what you fail to take out. 


Oo 5e= 


Gold is the king of all filling 
materials. And the power 
behind the throne is Tech- 
nique. 

Oe 
- About the crookedest busi- 


ness today is the — of 
cork-screws. 


ole 


“Chips never fly far from 
the stump.”’ Without ances- 
tral guide posts the dentist 
wanders uncertainly in the 
dark. 


<9 5@ 


First Boy:—‘‘My father’s 
an oil magnate.”’ 


Second Boy :—“‘That’s 
nothing. Mine’sacoal-dealer.”’ 
Se 


Extinguish the flames of 
decay in childhood. It is 
easier to blow out. a match 
than to extinguish a confla- 
gration. 


another. 
eee od 


Josh:—“‘Hello, Cy; I see 
your wife’s back from Boston.” 
Cy:—“Gosh! That beats 
radio.” 
9 See 
A heap of hypocrites who 


never smoke in this world, 
will in the hereafter. 


Oo ee 
The fellow who yells peace 
loudest is usually the under- 
dog. 
9 Se~ 
When folks start to “Doc” 


you it’s a sign the barber and 
the tailor are calling. 


5 Se 


Sure, 100 per cent Ameri- 
canism needs no mask. No, 
neither does it require a torch 
and a trumpet. 

9 Se 


True, the hat makes the 
man but oh, boy, it’s the hose 
that wrecks him. 


Oo Se 


Everybody loves the truth. 
That accounts for it not being 
overworked. 


A popular political plea:— 
One good term deserve; 
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Editor ORAL HYGIENE: 
This Department is very 
anxious to locate the present 
whereabouts of one Ben Davis, 
alias Sam Davis, who is wanted 
here on several warrants 
charging Confidence Game. 
Davis represented himself as 
being an expert chemist from 
Germany, with some wonder- 
ful discoveries for treating 
leather, which he is trying to 
sell. He enlisted money to 
finance the patents on his 
“formulas” and, also, defraud- 
ed some poor people by false 
representations, as a result of 
which he is now wanted here 
on the above-mentioned crimi- 
nal warrants. . 
_ The only positive means of 
identification are in his mouth. 
He is wearing two Fixed 
Bridges, a full Upper Bridge, 
and a lower Extension Fixed 
Bridge, supported by two teeth 
and one root. These bridges 
were attached by the Car- 
michael 34 Crown Attach- 
ments, and were used for 





Lower 








clinical demonstrations. The 
bridges had been set tempo- 
rarily, so it is expected that 
Davis will appeal to some 
dentist to have the work 
cemented. 

The enclosed picture shows 
the teeth upon which the 
bridges were set, and will make 
it easy for any dentist to detect 
this man, who is, undoubtedly, 
practicing a similar game in 
some other part of this country. 

I would respectfully request 
that you publish this letter in 
your publication, with the 
notation that, should Davis 
appear at any of the dentists’ 
offices in this country, that the 
latter immediately notify the 
authorities of his locality. 

I will greatly appreciate 
your kind consideration in this 
matter, and trust that you are 
willing to accommodate this 
Department. 

Again thanking you, I remain 
Yours very truly, 


J. G. Laubenheimer, 
Milwaukee, Wis. Chief of Police 













Dear Dr. McGee: 

At your urgent request I 
present these notes. The fol- 
lowing mentioned are those 
who have been responsible for 
the Physiology Chapter and 
have held the positions named. 

During the meeting of the 
Northwest Missouri Dental 
Society in 1918 I made a talk 
and suggested the Physiology 
Chapter. 

A motion was made by Dr. 
Jesse Miller of Maryville that 
a committee be named to take 
the Physiology Chapter up 
with the state association. 
The committee consisted of 
Dr. Jesse Miller, Dr. J. C. 
Whitmer of Oregon, Mo., and 
myself. 

Dr. Charles A. Digges of 
Columbia was elected Presi- 
dent of the society, and when 
the suggestion was made to 
him he was very enthusiastic 
regarding it and appointed an 
educational committee consis- 
ting of Drs. George B. Winter, 
St. Louis, Miller W. Rice, 
Kansas City, and V. R. McCue, 
St. Joseph. 

A letter was written to you 
in October, 1920, and in the 
November number of ORAL 
HYGIENE you printed the first 
editorial that had been written 
on the subject. 

In December, 1920, the com- 
mittee secured the endorse- 
ment of the Missoura State 
Teachers’ Association through 
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the splendid work of Dr. Rice 
of the committee. 

Dr. Jesse Miller was elected 
to the Legislature in 1990, 
He prepared and _ introduced 
the enclosed bill* in the Gen. 
eral Assembly, which passed 
the House with only two votes 
against it and passed the 
Senate without any opposition. 

The two chapters prepared 
were presented, one by your. 
self, and the other by Dr. 
Jesse Miller of Maryville and 
Dr. Jesse Miller Jr., of Mary- 
ville. 

They were adopted by the 
legislative committee, which 
met at St. Joseph on December 
8th, 1922. 

Dr. Jesse Miller, Ex-Presi- 
dent of the Northwest Missour 
Dental Society was a member 
of the Missouri Dental Board 
for ten years and was Pres:- 
dent for two years, Ex-Presi- 
dent of the National Board of 
Dental Examiners and men- 
ber of the Missouri Legislature. 

You know what Dr. George 
Winter ‘has been in dentistry 
as well as I do. 

Dr. Miller Rice of Kansas 
City, Secretary of the Kansas 
City Dental Society, has been 
very active in oral hygiene 
work. 

Dr. V. R. McCue, Ex-Pres- 
dent of Northwestern Missour! 
Dental Society, ex-member of 
Missouri Board of Pardons 

*See page 517 of this issue. 
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Owl 


and Paroles, Ex-President Mis- Missouri Dental Law and Pres- 
souri State Dental Association, ident of the Board at the pres- 
has been a member of the _ ent time. 

Missouri Dental Board for the Yours very truly, 

past eight years, of which he V. R. McCue, D.DS., 


was Secretary for five years 
and is author of the present St. Joseph, Mo. 


Siig 





Annual Index for 1922 
Now Ready 


Ora HyGrene’s Annual Index, for the 
year 1922, is now ready and will be sent 
gratis upon request. It is provided with 
a title page and is, therefore, suitable for 
binding into the front of 1922 volumes. 


In requesting the Index, please be sure 
to address your request simply: Publica- 
tion Office, ORAL Hyaiene, Pittsburgh, 
Pa. Do not address to Jenkins Bldg. 


Please do not address requests for it to 
the Editor as this will result in further 
congesting his mail. 























REA PROCTOR McGEE, D.D.S., M.D., Editor 
212 Jenkins Building, Pittsburgh, Pennsylvania 


The Editor welcomes manuscripts and will take best possible care of any 
submitted, but cannot be held responsible for them. Manuscripts should le 
accompanied by self-addressed stam envelopes. Typewritten manuscripts 
are preferred and should be doub and written on one side of the 


paper only. 


= =e "y 
Dr. William A. Brierley © 


Em gic! | is with the greatest regret that 
A Yee) we announce the death of our 
“Briana, Contributing Editor, Dr. W. A. 
fees) Brierley, of Denver, Colorado, 
on February 28, 1923, from appendicitis. 

Dr. Brierley was probably the most | 
thoroughly posted man in the United 
States upon the treatment of children’s 


teeth. For several years he was the Chief 
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of the Dental Clinic for the Colorado ; 
Fuel & Iron Company with headquarters 
at Pueblo, Colorado, where he worked 
under the direction of the Chief Surgeon, 
Dr. Work, who has recently been changed 
from Postmaster-General to Secretary of 
the Interior. 

Dr. Brierley spent most of bis years of 
‘ active practice in Denver. He was a man 
of the most lovable disposition and one 
whose friends drew closer to him as the 
years went on. In fact, Dr. Brierley had 
no enemies. 
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This magazine is very happy to have | 
had the benefit of his co-operation and we 
believe that the impetus which he gave 
to the study of children’s problems in 
dentistry will go on so long as dentistry 
remains a profession. If we could have 
















> of any 
ould be 
uscripts more men like Dr. Brierley in our pro- 





























> of : 
“— fession, our problems would be much more 


easily solved. 


Missouri Heads the List 


the district in and around 
be Pee St. Joseph, Missouri, the mem- 
ee bers of a very lively dental | 

f & society make their homes. 
i 
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; "Views men, like many others of us, 

) realized the deficiencies of the generally 

accepted school physiologies as endorsed 
by Mary E. Hunt and her gang—whoever 

1 Mary is or was. 

| When I went to school we used to 

‘ couple Mary E. with Lydia Pinkham as a 

J benefactor of the race. I am not at all . 

certain that we were not correct. 

At any rate the school physiologies, 
as a class, were not correct in their pre- 
sentation of the physiology of the mouth 
and the Northwestern Missouri Dental 
Society got busy and had a law passed 
requiring the chapters on physiology of 
the mouth to pass the censorship of the 
Missouri State Dental Association before 
they could be used in the public schools 
of Missouri. 
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In December I attended the meeting 
of this splendid society when the present 
chapters were adopted. It was an historic 
event—the first time in history that a 
dental society could legally decide what 
the public schools could teach in regard 
to the mouth. 

Let us hope that other states will follow 
this very intelligent lead and hasten the 
day when any old “hack writer” may 
foist upon the school children misinfor- 
mation in regard to the mouth—and let 
us hope the day is also near when the 
medical societies will take the same stand 
in regard to general physiology. 


The Charge of the Light 
Brigade 









=nitit famous equine effort at the 
oe bP a battle of Balaklava had noth- 
ae ye 2H, ing on the hopeful ones who 
Eafe tackled the rapid-fire barrage of 
the various state boards of dental examin- 
ers last year, and in previous years. 

As a general rule, the results are good 
in the colleges whose graduates were all 
applicants before the board of their own 
state. 

It is rather surprising to note the large 
number of failures from the oldest and 
best known dental school in the world. 

There is one lesson to be drawn from 
these results—whenever a considerable 
number of students “fluke” there should 
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Results of Tabulation of State Board Reports 
for Graduates Year 1922 
eo | 8 aE 
= @ =." 
| ce g2| By |2e|\ 28/22 
State | College AEE g iG SHl es 
As = 81 Sa _ zo £E 
Bo|saia js |S Es 
— |= . w= 
California Univ. of Cal. Col. of Dent. 40 40 37 a’ T2 1 
Col. P. & 8. Dent. Dept. 24 23 16 7 30.4 2 
Univ. of So. Cal. Col. of Dent. 42 41 40 1 2.4 1 
Colorado Colo. Col. of Dent. Surgery 31 19 17 2 10.5 1 
D.C. Howard University Dent. Col. 32 10 7 3 30. 6 
Georgetown Univ. Dent. Dept. 17 10 1o0o—-— 2 
Georgia Atlanta-Southern Dent. Col. 32 32 322 —- — 5 
Illinois Chicago Col. of Dent. Surgery 50 46 44 2: 2.3 7 
Northwestern Univ. Dent. School 56 53 51 , as 6S 
Univ. of Ill. Col. of Dent. 29 25 3 —- — 6 
Indiana Indiana Dent. Col 50 48 46 2 4.1 3 
lowa State Univ. of foora-Col of Dent. 40 39 39 — 1 
Kentucky Univ. of Louisville-Col. of Dent. 19 19 16 3 15.7 6 
Louisiana Loyola Univ.-School of Dent. 10 6 6 —- — 2 
Tulane Univ. School of Dent. 21 18 15 3 16.6 5 
Maryland Balt. Col. of Dent. Surgery 44 31 1 16 51.6 10 
Univ. of Md. School of Dent. 29 24 22 2 8.3 7 
p Mass. Tufts Col. Dent. School 78 «74 64 #+10 13.5 8 t 
8 Harvard Univ. Dental School 45 32 31 1 3.1 5 
Michigan Univ. of Mich. Col. of Dent. Surgery 65 60 57 + 3 
) Minnesota Univ. of Minn. Col. of Dent. 95 85 78 7 8.23 4 
Missouri Kansas City-Western Dent. Col. 61 55 54 1 18 7 
Washington Univ. School of Dent. 18 16 16—-— l 
| 4 St. Louis Univ. School of Dent. 16 15 6 — — 4 g§ 
: Nebraska Univ. of Neb. Col. of Dent. 7 0 15s sd1Bti ‘aia? 8-3 I 
Creighton Univ. Col. of Dent. 16 16 14 2 12.5 4 
New York New York College of ventaty 109 +=103 58 45 43.6 3 
Univ. of Buffalo Dent. 4 ~ 39 36 34 2 5§.5 2 
Col. Dent. & Oral Surg. ew York 115 «113 71 4«=642 «37.1 4 
Ohio Ohio College of Dent. Surgery 19 18 15 3 16.6 4 
W. Reserve Univ. School of Dent. 36 32 320-—- l 
Cinn. Col. of Dent. Surgery 
Ohio State Univ. Col. of Dent. 17 17 17 —- — 2 
Oregon No. ific Col. of Dent. 57 53 48 § 9.4 4 
Penna. Univ. of Pgh. School of Dent. ia 76 75 : @.2 2 
Phila. Temple Univ. Dent. School 29 27 25 2 :9.a 2 
Univ. of Pa., School of Dent. 110 86 67 19 22. 5 
Tennessee Vanderbilt Univ. School of Dent. 14 11 10 1 9.09 7 
Univ. of Tenn. Col. of Dent. 11 11 10 1 9.09 4 
| Meharry Dent. Col. 39 33 29 4 12.1 10 
Univ. of West Tenn. Dent. Dept. 7 2 ] 1 50. l 
Texas - Baylor Univ. Col. of Dent. 12 12 12 —- — 2 
Texas Dental College 4 4 4q-—-— ] 
Virginia Med. Col. of Va. School of Dent. 18 17 ji —- — 2 
Wisconsin Marquette Univ. Col. of Dent. 75 74 72 9., &F 5 
1765 1577 1377 200 12.6 
SUMMARY 
Number of State Board Reports Received 43 
Number of State Board Reports Tabulated 43 
Total Number of Applicants Examined 
and passed 1377 
Total Number of Applicants Examined 
and failed 200 
| Percentage of Failures 12.6 
| 
} 
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be a house cleaning in the faculty of the 
college. 

College faculties should be broken up 
with sufficient frequency to insure new 
ideas and enthusiasm in the teaching per- 
sonnel. 

Just because a man is a good teacher in 
his youth is no reason why he will always 
remain a good teacher. And many suc- 
cessful practitioners well past middle age 
would be excellent teachers for any school. 

Down in New Orleans if you don’t pay 
your tomb rent your bones are thrown out 
on the scrap heap. There are a lot of 
dry bones rattling around dental and other 
schools that should be treated by the New 
Orleans method. 





Paper 


IEALIZING that most amateur 
m7zq| poets deserve to be shot, Mr. 
“apg, Anonymous has delivered him- 
——ee>) self of the following observa- 
tions on Then and Now. 

This applies to a good many things 
other than paper. Even gasoline may go 
to a dollar a gallon and then we will all 
drive on hooch. 

The average dentist does not realize 
how hard it is to buy the paper on which 
his magazines are printed. 

Read this and weep: 


Then and Now 


It’s funny to contrast the way 
They run the paper trade today 
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With how the business used to be 

Before the war with Germany. 
Then—merchants tried with ali their might 
From early morn till late at night 

To coax the printers far and near 

To buy ten million tons a year. 

They’d figure off their pencil point 

And get their fingers out of joint 

Trying to cut the price too low 

For their competitors to go. 


In those old days, as I recall, 

Paper had no place at all 

Among the things that folks should save 
Between the cradle and the grave. 

‘Twas far too common and too cheap 
For self-respecting folks to keep 


But those days have passed away, 
And paper ranks with wheat today 
And sugar, cotton, coal and steel, 
Essentials to the common weal. 
And so the paper salesman stands 
With loaded rifle in his hands 

To guard the paper warehouse door 


Against the man who asks for more —Anon. 





The New Covers 


me eect G next month, ORAL 
| HYGIENE will be equipped with 
AN six-color offset lithographed 
Men'=esi| covers, replacing the three- 
color printed covers we have been using. 

This offset lithographic or aquatint 
process is the process used for Shadow- 
land, Metropolitan and some of the other 
big national magazines in printing their 
covers. 

So far as I have been able to find out, 
QO. H. is the first magazine, outside the 
big nationals, to use covers of this quality. 
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A pastel, ““‘When It’s Blossom Time,”’ 
painted by Henry Hintermeister, is the 
subject for May. The cover for July is 
from an oil painting by Leslie Thrasher, 
many of whose covers are used by the 
Saturday Evening Post. 

Henry Watson, the famous painter 
of hunting and fishing pictures, did the 
oil painting that will be used for August; 
it will make you want to dig for your 
tackle, I think. 

A cover has a good deal to do with a 
magazine’s appeal just as a beautiful 
evening gown or a well chosen suit of 
clothes enhances the personal charm of 
the wearer. 

A “diamond in the rough” appeals 
only to the expert, but that same diamond 
polished appeals not only to the connois- 
seur but to all beholders. 

We believe that genuine . goodness 
lurks in the pages of ORAL HYGIENE, and 
we hope the new covers will greatly add 
to the interest of our readers. 


- 
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Twinkle, Twinkle, Little 
Crown 


By H. G. BAYLES, 
Author of “‘A Word from the Dentee’’ 


Twinkle, twinkle, little crown 
Since you came [ never frown. 

I smile and smile to show the gold, 
Letting friend and foe behold. 


When the blazing sun is gone, 
When he nothing shines upon, 
Then you show your little light, 
Twinkle, twinkle, all the night. 


When I travel in the dark 

I light my footsteps by your spark. 
I could not tell which way to go 

If you did not twinkle so. 


“Tween my lips you slily lurk, 
As I go about my work, 

Till my sudden radiant smile 
Lights the landscape for a mile. 


Though your bright, unfailing spark 
Lights my pathway in the dark, 
Glad I am, howe’er he sorrow, 

You my neighbor cannot borrow. 


L’Envoi 


At the apex of the root 
When the microbes bear their fruit; 
Little crown your time has come, 


You put my tooth upon the bum. 
—R. P. M. 























editor. 


FatHeR “What is this I hear 
*about my little girl swearing so much?” 

LittLe Lucy ‘Who told you that 
I swear, Daddy?” 

FatHerR “Oh, just a little bird!” 

LittLtE Lucy “Hell, I bet it was 
one of them damn English sparrows!” 


5 5@ 


Jack ‘“‘What did the landlady do 
when she found that you had left the 
light burning for three days.” 

Spratr “She turned us both out.” 


Oo Se 


OFFYOUFORLIFESKY: “Is Kom- 
pletelybustedovich’s failure a bad 
one?” 

DONTGIVEADAMNSKY: “Very bad. 
He can only pay a million rubles on 
the dollar.”’ 


9 Se 
Hussy: “I went to a stag party 
last night, dearie.”’ 
Dearie: “Yes I heard you stag- 


gering as you came in. 
O69 Se 


Two gentlemen were uncertainly fliv- 
vering their way home from a party. 

“Bill,” said Henry, “I wancha to be 
very careful. Firs’ thing y’ know 
you'll have us in a ditch.” 

““Me?” said Bill in astonishment, 


> 9° 


“why, I thought you was drivin’. 


055 


“But this is one of the cleverest 
police dogs that we have.” 





ORAT. 


If you have a story that appeals to you as funny, send it in to the 
He may print it—but he won’t send it back. 
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“You'd never know it by looking a 
him.” 

“Well, you see, he belongs to th 
secret police!” 


Oo Se 


Harp-Lookinc Tramp (to passin 
motorist): “Hi, mister, I’m going you 
way!” 

Passinc Moronrist: “So I see, bui 
T’ll get there before you do.” 


09 Se 


Smita: “So your son is in college 
How is he making it?” 

SmitHERS: “He isn’t. I’m mak 
ing it and he’s spending it.” 


as 


Payinc Tre.Luier: “But, madam 
you will have to be identified before | 
can cash this check for you.” 

Farr Caer (blushing furiously) 
“Oh, I just hate to do it, and Georg 
would be dreadfully angry, but I hav 
a love letter here which describes m 
fully, if you would care to see it.” 


<9 Se 


“I wish the street cars would put 
their numbers on the back as well a 
the front.” 7 

“What good would that do? 

“Well, a fella likes to see what he 
missed.” 

Sk ad 

“Are you saving money for the 

rainy day?” he asked. 


“I am not,” was'the reply. “A: fat 
as I’m concerned, it’s raining nc¥. 
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{AS DEFINED IN THE CENTURY DICTIONARY) 
(Hal-i-to-sis) N. N. L. 
(L. Halitus—Breath .:. Osis—Offensive) 


‘Offensive breath, whether arising from diseased or 


neglected conditions of the teeth, mouth or nose 
or caused by disorders of digestion, respiration, 
the excessive use of tobacco, etc., may be readily 
overcome by the deodorizing properties of— 


LISTERINE 

Listerine is strictly antizymotic, it inhibits alike 
the acid fermentation of carbohydrates and the 
alkaline putrefactive processes of mixtures of meat 
and saliva, retained as debris about the teeth; 
hence, Listerine is antagonistic to the activating 
enzymes of fermentation so often the cause of 
Halitosis. 

Many dental practitioners who advise their patients 
to use Listerine daily as a mouth-wash, also keep 
Listerine in an atomizer on the dental bracket 
readily available for use prior to operations, in 
self defense against pronounced cases of Halitosis. 


Lambert Pharmacal Company 
Twenty-first and Locust Streets St. Louis, Mo., U. S. A. 
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ca Dental Rubber 


ribes m 
e it.” “GOLDDUST” RUBBER—AND WHY 
Point 4—EASE OF MANIPULATION 
Simplicity is the keynote of success in prosthetic dentistry as it is 
practiced today. It has not always been so, however. Within the recol- 
uld put lection of many of our present practitioners are the days when plate- 
! making was a complicated and uncertain process. 
wen w The profession demands a base rubber which is easy to manipulate. 
The busy practitioner hasn’t time to pore over long “directions for 
2” use” each time he makes a denture. 
shat he No plate rubber is as easy to manipulate as “GOLDDUST”. After 
you make your first plate with it, you’ve “learned by heart” the way 
to proceed in all future cases. 
“GOLDDUST” THEREFORE IS EASY TO MANIPULATE. 
(Another Feature of ‘‘Golddust’’ appears in next issue.) gir 
PRICES: 2 On-4 
or the $4.50 per pound. $2.25 per half pound. / Enclosed 
1/5th pound sample box (about 7 sheets) $1.00. -. $1.00 for 


‘t] ATLANTIC RUBBER MFG. CORPORATION _/,,,S2m2'c Box 


nev. SUCCESSORS TO F 
TRAUN RUBBER COMPANY if. a ene 
239-243 Fourth Ave. 
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Harlan Court, 
Emeryville, Calif. 
December 1922. 


"From the fullness of the heart the 
mouth speaketh" 


Mr. August E. Drucker. 
Dear Sir: 

Because each day I enjoy a feeling of 
thankfulness in appreciation of the quality 
and results of your tooth powder I am going to 
add you to my list of friends and acquaint- 
ances to whom I feel the desire to say A 
Merry Xmas and A Happy and Prosperous New 
Year! 

Dr. of Oakland suggested I use 
your powder three years ago when I was enjoy- 
ing the usual trouble of gums and teeth during 
pregnancy, and by using the powder five times 
per day—after each meal and morning and 
evening—and, as you suggest, allowing the 
powder to remain around the necks of the 
teeth, I was able to gradually heal the guns, 
which had receded so the exposure of the 
cementum was most painful. 

Continuing to use the powder for the 
next two years I feel convinced I have it to 
thank for the joy of going through pregnancy 
again without any gum or tooth trouble what- 


ever. 





Of course I am showing the usual 
appreciation by telling all I come in personal 
contact with, my opinion of the quality of the 


powder. 
Yours sincerely, 


Mrs. 


So that you, too, may have the same first-hand 
knowledge of Revelation that thousands of your 
colleagues possess, we stand ready to provide a 
full-size can free. Please send your professional 
card—or a note on your professional stationery. 





August E. Drucker Co., 2682 California St., San Francisco, Cal. 


REVELATION 


For Teeth and Gums 
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Oral “Prophylaxis 


ORMAMINT TABLETS provide a 

simple, agreeable and effective means 
whereby thorough disinfection of the 
mouth and throat may be assured, and 
efficient therapeutic aid obtained in the 
treatment of septic and inflamed conditions 
of the oropharynx. 


The bactericidal power of Formamint 
tablets is due to the presence of nascent 
formaldehyde which is gradually released 
as the tablet slowly dissolves in the mouth, 
and which, unlike other mouth disinfec- 
tants, is not affected by the presence of 
organic matter. We should be pleased to 
have you test Formamint tablets in actual 
practice. An adequate supply of samples 
is at your disposal. 


Address: THE BAUER CHEMICAL CO. 
113 West 18th St., New York City 





GERM-KILLING THROAT TABLETS 
Formamintis our Trademark—It identifies our product 
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Give a Thought to Your 
Waste Receptacle 


Ty yours harmonize with your other equipment ? 
— ordoesitlook a bit shabbyand out of place along- 
side that newcabinet, chair or pedestal, you’re so proudof. 
YOU’LL BE PROUD OF HYGIA, TOO! 
Its gleaming perfection and its quick 
sanitary action reflects your efficiency 
and ability. 

HYGIA is made of “ARMCO” 
rust resisting iron, finished in glossy 
white, rich mahogany or pearl gray 
enamel, with all working parts 

heavily nickeled. 
Each can equipped with sanitary 

paper containers. 


$& 50 $6.00 
East of the West of the 
Mississipp: Mississippt 


At all good dealers 


HYGEIA CAN COMPANY Inc. 


141 FRANKLIN STREET - - NEW YORK 
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635 Greenwich Street, 





The Salivary Glands Today 


Need Gentle Stimulation. 


Without the aid of the salivary glands it 
would be impossible to keep the teeth 
and mouth in a healthy condition. 


Nature intended that the salivary glands 
should be so regulated as automatically 
to flush the teeth every moment of the 
day and night. The fluids with which 
these glands bathe the teeth and mouth . 
are alkaline in character. They neutral- 
ize and wash away acids as fast as they 
form. But nature also intended that we 
eat coarse foods that would automatically 
stimulate the salivary glands. Our pres- 
ent day soft diet makes chewing unnec- 
essary. Our glands, therefore, require 
artificial stimulation. 

PEBECO TOOTH PASTE so stimulates 
the glands that a continuous flow of 
saliva prevents the formation of acids in 
the mouth. 





Manufactured only by 


Lehn & Fink, Inc. 











New York 
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T is said that material things of the world 
work in cycles and perhaps it is quite true, 
for many years ago the older manu- 

facturers of artificial teeth made teeth with 
decided roughened labial faces. 

Then these were practically discarded— 

then, after a period of time, the idea was 
revived and today the profession deems 
this-class of teeth impractical. 
JUSTI TRUE TO NATURE TEETH were 
never made with that deep erosive labial 
surface—but with both the smooth and 
slightly roughened to imitate the different 
classes of natural teeth. 

Molds No. 228 to 238 are made with 
smooth labial faces, while molds No. 239 to 
263 are slightly roughened for those desiring 
this type of tooth. 

Our catalog will show you the various 
sizes and shapes. 


JUSTI 


H. D. JUSTI & SON 


1301-3 Arch Street, Factory, 
Philadelphia West Philadelphia 
Branch, 159 N. State St., Chicago 
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| Avother g reat Bs ate, 
by the Snibs Laboratones 


ILK of Magnesia has long been recognized by dentists as the ideal 
T ). agent for neutralizing mouth acidity. 


Its superiority over other alkalies lies in its insolubility. Unless 
tid is actually present, it is but faintly alkaline—almost neutral. Upon 
contact with acid, however, it becomes an active alkali equal to the strong- 
st ones which would otherwise injure the saliva and interfere with the 
salivary secretion. In other words, Milk of Magnesia is a reservoir of 
latent alkalinity. 


The problem which confronted the Squibb Laboratories was to pro- 
duce a dentifrice containing Milk of Magnesia in sufficient quantity to 
effectively neutralize all mouth acids. This is their great achievement. 


Squibb’s Dental Cream is made with Squibb’s Milk of Magnesia in a 
concentrated form. While combining the essentials of an ideal dentifrice, 
itis free from acids, strong alkalies, astringents and harsh abrasives. It 
contains no soap, yet has all its cleansing powers. It is a safe and effective 
dental cream. 


“sssueueneeae wee ee ee ees COUPON wwe ew ea ew eae ae ae ee eee eee 


E-R: SQUIBB & SONS. NEW YORK 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858. 
80 Beekman Street, New York City 


Please send.me samples of Squibb’s Dental Cream, Squibb’s Dental Prophylactic 
and Thromboplastin 


Name D. D. S. 
Address 
My Druggist is 
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A Speedy, Convenient Outfit—Uses Acetylene Only 


' Gives a ponee of flames from a needle point to a large bushy flame 


—capable o eat variety of gold and silver soldering or brazing. 
The torch Sa CETYLENE GAS ONLY; no air ed. the is required. 


A temperature me excess of a, degrees is obtained e will 


not soot or burn th y work. The cost of open is low 


The outfit, as shown, consists of a polished Petre $ 50 
torch about ten Tasos long, four tips, tip page —— 7 


stand and tip holder, five feet of rubber tubing and 
commection. Price, Complete. ...... sc ccectcccccccccccce 


Send your order yee 8 Money back if Torch does not please you. 
pecify TO TORCEH No. 36. 


Order from your dealer or 
ST. PAUL WELDING & MANUFACTURING CO. 


179 W. Third Street St. Paul, Minn. 


Torit Acetylene Laboratory Torch No. 36 





























Nebo Impression Compound 


This is the compound used by Dr. Ewell Neil in the 
wonderf 


Bowen Technic, 


the great sensation in prosthetic dentistry. Espe 
cially prepared for SECTIONAL IMPRESSIONS. 
Particularly adapted for use in Split Trays. It is 
very brittle, and can be easily broken and assembled 
so perfectly that it is almost impossible to see the 
fracture. As soft and smooth as satin, devoid of 
stickiness. Superior to any other compound for any 
purpose. 
The wonder compound that 
is entirely different. 


PRICE—1 box $1.00; 6 boxes $5.65; 12 boxes $11.00 


J. H. Downie Company 
714 Paschal St. San Antonio, Texas, U. S. A. 
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OLF- TENNIS : SURF BATHING - SAILING - FISHING : DRIVING : CYCLING 





i. 

OU have always wanted to visit the trop- 
ics—but the tropics are hot in summer, 
when dentists are busiest. Bermuda 
solves your problem—it has tropical 

e flowers and scenery, yet even in midsum- 
jmer the equable temperature averages as low as 
that of New York—79°—and there is a cooling 
breeze every day and thruout every night. 

See the wealth of rare flowers, at their best in 

leanders , hibiscus, poinciana, bougain- 
 villea, etc. . Visit the scenic marvels, Crystal 
Caves, Sea Gardens, etc. Enjoy fishing, driving, 
cycling, tennis, and golf on 18-hole courses. Only 
two days from New York. No passports required. 


Low Cost, All-Expense Tours 


8 days $83 and up, longer tours in proportion, based on 
minimum steams ip round-trip rate of $50—including 
hotel, all meals, and sightseeing trips. 

For illustrated book, appl oy & to Furness Bermuda Line, 
34 Whitehall St., New York , any travel agency, or 


The Bermuda Trade Development Board 
141 West 36th Street, New York 

A Department of the Bermuda Government, which 

has authorized the publication of this advertisement. 





Detach and Mail Today: 


The Bermuda Trade Development Board 
141 West 36th Street, New York 


Send free illustrated book describing Bermuda, and full information about low- 
‘cost, all-expense summer tours. 
Would go to Bermuda on or about for. days. 


NAME 
ADDRESS 
: O.H.-4 
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There’s an Air-deflecting 


Thimble 
in the Burns Machine 


WHEN pressure is con- 

centrated directly over 
the sprue hole—the mould 
often fills with air, forcing 
the metal away, leaving 
sprue holes of gates un- 
covered. 


How the Burns over- 
comes this. 


The plunger of the Burns 
is fitted with an air-deflect- 
ing thimble. This, in con- 
junction with the cushion 
chamber in the plunger 
cap, distributes an equal- 
ized air pressure over the 
entire area of the top of the 
flask. 


This positive, uniform 
pressure helps the Burns 
produce the uniform 
results that have won it 


preference by the U. S.° 
practically | 


Government, 
every dental college and a 
host of private practitioners. 


Burns Dental Casting 
Machine Co., Inc., 

Factory 88 State Street, 

Flushing, New York City 


Sold by dealers. 





Get the whole story— | 
a brief, interesting, 
instructive booklet free. 





For laboratories in buildings supply: 
ing compressed air. 

We also make a No. 2 Machine 
for laboratories in buildings not sup- 
plying compressed air. This is equip- 
ped with pump. 
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THE NEW ERA 
Decoater TOOTH BRUSH 


Pocket Style 


As well as Home Style 


The Decoater tooth brush is the author- 
itative type. It conforms to the latest 
specifications adopted by dental author- 
ities. ~ 
In shape, separations, rounded tufts, 
number of rows, length of bristles, etc., it 
accords with accepted requirements. 
So this is the type you desire to advise, 
we believe. 

Each tuft of bristles is separate. So 
wherever a shorter brush is desired, one 
may cut off with a razor one or two back 
rows. The brush part, as. made, is 144 
inches long. 

It is American made and well made—a 
quality brush. Yet the Home Style sells 
for 50 cents. 

Druggists in general now supply the 


Decoater. 
Pocket Style 


For use away from home, the Decoater 
comes also in this Pocket Style. For 
children at school, men at business, trav- 
elers, motorists, etc. 

The Pocket Style fits the vest pocket or a 
woman’s hand bag. The ventilated metal 
case is permanent, but the brush is 
replaced by refills as it wears out. 


Price $1.00 Complete 
Refills 50c 


o Pocket 
Folds into a Pat sae Decoater 
case like this ain i : —_ a 


THE PEPSODENT COMPANY 
Decoater Brush Dept. 1104 S. Wabash Ave., Chicago 
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we stress Appearance |" 


—smiling service is impossible with 4 a 
out good teeth—the business world } tytn, 
demands ‘‘smiling service.” and 

you 

Wil thousands of women already devoting § be re 

themselves to business and _ professional 
pursuits which brings them in daily contact with 
the public, and with added thousands entering RES 
the field each year, the problem of “maintenance 

of appearance” is one of increasing importance f 

to them and to you. 
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When these women come to you for denture 
service they expect efficiency of course, but 
above all they want dentures that restore, or ‘ 
if possible enhance, their natural appearance. — 


They are vitally interested in the successful out- 
come of your efforts in their behalf. bie 


Trubyte 
—they lengthen useful careers 


And wouldn’t you be interested if your 
very existence depended on your appearance? | 
Wouldn’t you want the best work you could 
possibly afford—wouldn’t you even deprive your- 
self of other things in order to have the kind of 
dentures that would shield you from humiliating | 
attention and lengthen your earning years? 


This whole question of the importance of 


/appearance.is so obvious that many dentists 
overlook their opportunities and responsibilities 
'—that’s why “we stress appearance.” 


Health is vital to success. Masticating effi- 
ciency is vital to health. But the consciousness 
of good appearance wields a powerful influence 
on health and success that transcends all others. 


The slogan of dentistry is: “Add ten years to 
human life.” The use of Trubyte teeth on all 
dentures you construct will add ten years of use- 
fulness to the business activities of your patients, 
and if you will keep that thought in mind when 
you are putting a value on your services, it will 
be reflected in your bank balance. 


RESTORATIONS G) THAT RESTORE 


| The DENTISTS’ SUPPLY COMPANY 


(Trabyte Teeth are known as Anatoform Teeth in Europe, Great Britain and her Colonies.) 
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work and makes tooth selection a 





The Wavrin Trutype Guide eliminates guess- 
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A REAL BARGAIN 


You can now get a Wavrin Trutype 
Tooth Guide at the nominal price of 


$2.00 


with a $100 lot of teeth of our manufacture. 


Regular Price ae ee - - - $10.00 
Special Price (if purchased with $100 
lolef'teethy 8 OO * 2.00 


Not only an efficient instrument for 
tooth selection, but the evidence of 
precision makes a valuable impression 
on your patients. 


Your dealer or direct. 


The Dentists’ Supply Company 


220 West 42nd Street, New York City 
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—_ 
The culmination of years of bridge construction Intr¢ 








Showing Construction 
of individual dummy. 





Note the preservation of the gum septums 
around the abutments. Note the cleansing spaces 
between the dummies and the abutments. 


The dummy construction is such that there is 
no chance of the food lodging under this bridge. 
The tooth-like form on the lingual side of the 
dummies adds great comfort to the patient. 

The dummies are made with Dentsply facings, 
22k gold cusps filled with 20 solder and connected 
with 18 solder. Each dummy is made and finished 
individually before connecting, thus securing a 
perfect finish at all joints as shown above. 


Bicuspids per dummy $3.75 
Molars per dummy $4.25 


Send us perfect impression and bite taken with 
the abutments in position or model and bite taken 
with the abutments in position. 


Prices: — 


One-Day Service 
Orders for Aluminum Duplex Dentures or Sani-Berry 
Bridges will be shipped within eight working hours of time 
they are recevied at the Berry Laboratory. This doesn't 
mean hasty work, but is the natural expert speed of a 
highly-systematized, s ly-working organization. Wear 


We are prepared to handle this class of work for laboratories no! 
equipped to do it. Send for Our Complete Price List. 


Jae TERRY 


Dental Laboratory Co. 


EQUITABLE BUILDING, ST. LOUIS, MO. 
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ictio§t Introducing Berry’s New Denture— 


>| Aluminum Duplex © 
$9.75 






















ction 
nmy. 


After thoroughly testing this denture for several 
years we offer it to you as the acme of perfection 
in aluminum dentures at the price of $9.75. 
Construction 

The entire palate is cast of pure aluminum— 
very dense. The anchorage is very secure in the 
vulcanite as shown above. Note the smooth finish 
obtained between the aluminum and the vulcanite 
on both surfaces. 

Trubyte teeth, Ash & Sons gum pink and base 
rubber—complete $9.75. 

Accurate Fit Guaranteed 

Send us perfect impression or model—good 
bite. We will send the base with teeth set up in 
wax to be tried in the mouth before vulcanizing. 


One Day Service 


We are prepared to handle this class of work for laboratories not 
5 not equipped to do it. Send for Our Complete Price List. 


J# BERRY 
Dental Laboratory Co. 


EQUITABLE BUILDING, ST. LOUIS, MO. 
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Impacted Lower Third Molars 


These forceps are a combination of 
an elevator and extractor. 

The elevators are cowhorn and 
wedge-shaped, and the points are 
sharp and turned upwards. 

No. 1 is for extracting standing 
back of the chair; the handle is curved, 
also the beaks. 

. No. 2is for use standing in front of 
the chair; it has a straight handle with 
right-angle beak. 

Price for one forcep $10.00, two for 
$18.00. 

No. 3 is the same shape as No. 1, 
and is to be used for extracting, stand- 
ing back of the chair. It is particularly 
good for the left side. It is also good 
for upper third molars. 


No. 4 is the same shape as No. % 
and is used standing in front of chair, 

There are four strong talking points 
about these forceps; the cowhom 
elevators lift up, the wedge-shap 
beaks push backwards, the up-turned 
beaks push further backwards, and 
the crossed beaks, making an unequal 
pressure, gives it a side twist. 

Price of single forcep, $9.00 

Two forceps, $16.00 

Set of four forceps, $32.00 

Send check with order. 
Buy of your dealer or send direct. 


DR. A. B. JOHNSON 
National Bank Building 
NEW BRITAIN, CONN. 
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‘jee. 
DUMORE 
Portable Dental 

Engine 
Pedestal Type $70 
Table Base Type $65 


ESIGNED for work in hos- 
1) pitals and homes, or as an 
auxiliary unit. Valuable, too, 
in the laboratory for polishing 
and similar tasks. 


Sturdy and dependable, it is just 
the tool for emergencies. Your 
dental supply house can furnish 
Dumore engines. Write us and 
we will gladly arrange for an office 
demonstration of this handy unit. 


All DUMORE Den- 
nes are 
with S. S. 


tal E 
equippe 

hite No. 7 Hand- 
piece; Slip-joint and 


31 inch Flexible 
Shaft and Sheath. 





To meet various 
soqrenents DU- 
MORE Dental En- 
gines are made in 
two styles — with 
Table Base and 
estal Mounting. 


Wisconsin Electric Company 
3257 Sixteenth Street, Racine, Wis. 


DUMORE 


ENGINE 
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Dr. Tepper’s 


Herculyke 


A New 
Interchangeable Gold 






Can be used either for casting or bending by 
hand. No new gold need be added to scrap or to 
nugget to retain strength, can be cast over and 
over again, hence, no Joss from scrap. 









Can be cast exceptionally thin, as it is denser and 
stronger than any other gold. 















This gold is high fusing, has maximum elasticity M 
and strength, has neither shrinkage nor oxidation 
in the mouth and has an unchanging platinum- 
like color. 





Supplied in 24 guage plate and all gauges of 
‘round and half round wire, white and yellow. 


We unconditionally guarantee this gold. 

If your dealer can not supply you, write to us. 
The retail price of No. 1 White, $1.75 per Dwt., 18-k 
No. 2 Yellow, $1.55 per Dwt. “ibs: 


Manufactured by 
Heatless Dental Wheel Co., Inc. 
Long Island City, N. Y. 

















MEDIUM 


The Denture can be no 


better than the bar 


Because the Williams Ready-Made 
Lingual Bar occupies. only half the 
space in the vulcanite, it is the one 
bar that will give you a compact, 
comfortable denture. 


The serrated edges give maximum 
anchorage in the vulcanite. 


The bar will fit 90% of your cases 
without manipulation and can be 
bent and rebent, without breaking, 
to quickly adjust it to special cases. 
We invented the lingual bar, and 
will always see to it that the Wil- 
liams Bar, while widely imitated, 
is never equalled. 


Prices: 


18-K Gold-Platinum—Long, $4.00; Medium, $3.75; Short, $3.50. 
16-K Gold-Platinum—Long, $2.50; Medium, $2.25; Short, $2.00 
Gold-Cased—(20% 18-K)—Long, Medium, Short, $1.50; Per 


doz., 


$15.00 


THE WILLIAMS oe REFINING COMPANY 


2978 Main St., Buffalo, N 


Bridgeburg, Ont. 


WILLIAMS 


LINGUAL BARS 


See announcement on reverse side 
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Small Cuspid 


No. 1—# in. 
No. 2—3¥ in. 
No. 3—} in. 


or lowers. 


DUC UNNNNOONNA 
JUOUL WATANAY VVVAVA 


Bicuspid without 
Occlusal Rest 




















‘ws 


Bicuspid with 


Occlusal Rest 





Large Molar 


Band Measurements 
No. 4— 3 in. 


No. 5—1 


No. 6—1 + i in. 
In ordering specify rights or lefts, uppers 


‘alalalalalalalalelpan 
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Clasp costs only from $0.90 
to $1.50 depending on the 
size. This is less than the 
same weight of a fair grade 
of clasp plate costs—and 
only about half the cost of 
casting gold for a clasp. 


Besides this material cost, it 


-takes at least half an hour to 


make a cast clasp or to adjust 
a hand-made clasp. A Wil- 
liams Ready-Made Clasp can 
be fitted to any tooth in half 
a minute—and is so strong 
that it can be bent and rebent 
without breaking, when ad- 
justing to fit any case. 


Sold by all dental dealers 


The Williams Gold 
Refining Co. 
2978 Main St., Buffalo, N. Y. 
Bridgeburg, Ont. 


Prices 
Nos. 1 and 2 Cuspids $0.90 each 
Nos. 3 and 4 Bicuspids 1.00 each 
No. 5 Molars 1.10 each 
No. 6 Molars 1.50 each 


WILLIAMS 


READY- MADE CLASPS 


See announcement on reverse i 
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Clasp Perfection 


A Williams Ready-Made 
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~ Closeups of Patients—No. 4 


“Look, Ma, what cute cups! 


Free Trial 


It costs you only a 2c 
stamp to try Lily Cups. 


Generous free samples - 


gladly sent on receipt 
of your card and name 
of your dental supply 
house. 


>? 


Mother is glad that at last there’s something 
in the dentist’s office to distract timid little 
sister’s attention. It’s the dainty Lily Cup 
in which water is served. 

The modern dentist serves in Lily Cups not 
merely because they’re so sanitary,, but 
because he no longer needs to sterilize 
glasses. Used once—then thrown away. 


PUBLIC SERVICE CUP COMPANY 
Bush Terminal Brooklyn N. 


Serve in a 


ee 
ee 
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APPOINTMEN 


VERY time the patient sits down in yoy 
chair it costs you money. 


If you have to make two appointments when on 
is sufficient, to insert a gold inlay, your overhex 
is exactly double what it should be. 

But it is no longer necessary to make a secon 
appointment to insert a gold inlay. 

The Smith Cupel in connection with the Nc 
Plaster Method of Inlay Casting enables you t 
complete the operation at one sitting. 

This is possible because the cupel is absorbent 
and instantly pulls the water out of the investmen 
The investment cannot shrink or expand becaus 
there is no plaster in its composition. It is com 
posed of inert materials which undergo no chemical 
















pour it. 


change. It does not set—it simply stays where yo 


It is not possible to cast an inlay in anythin 
like as short a time by any other known method 


Neither is it possible by any other method to 
produce any better or as good results. 


The No-Plaster Investment Compound used in this 





















Correspondence is invited 
with members of the pro- 
fession desiring to use Smith’s 
Cupels and the No-Plaster 
Method of Inlay Casting in 
connection with clinics before 
state and local societies. 

For such clinical purposes 
detailed instructions will 
cheerfully be supplied in addi- 
tion to an adequate quantity 
of Cupels and Compound. 





process seems to have a natural 
affinity for the wax pattern. 

The completed inlay fits the 
cavity as accurately as the wax 
itself. 

Send for the book which goes 
into full detail as to how these 
wonderful results are attained. 


It is sent free. 


Lee S. Smith & Son Mfg. Co. 
PITTSBURGH, PA. 
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permit both esthetic and mechanical 
selection worthy of the name. 
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There are lots of “‘porcelain pel- 
lets’’ that are long or short enough 
while others are wide or narrow but 
only in Trubyte Crowns can you find 
crowns of similar widths and differ- 
ent lengths or similar lengths in 
different widths. 


THE DENTISTS’ SUPP#OM 
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Only Trubyte Crowns are made in 








al Graded Sizes. 

Only Trubyte Crowns have Typal 
e|- Forms. 
oh Only Trubyte Crowns have Labial 
ut Markings. 
nd Only Trubyte Crowns have “enough 
.T- neck to grind.”’ 
in Only Trubyte Crowns look like 





Natural Crowns. 
Your Dealer or Direct 


PIOMPAN Y of New York .NCY. 


= 




































“Don’t 
fail to 
brush 
the 


99 
gums 


—said Dr. Frederick A. 
Bricker, of Rochester, 
Minn., at a recent meeting 
of The Kansas City Dental 
Society, according to the 
Kansas City (Mo.) Times. 
“Originally,” the speaker 
pointed out, “coarse fibrous 
foods were intended for 
human consumption. Such 
foods would perform the 
necessary function of mas- 
saging the inside of the 
mouth. 

*‘Today, when starchy, pre- 
pared foods are eaten, that 
function is not perform 
naturally. Therefore, it 
should be supplied artifi- 
cially.” 

Ambi-Dent’s rubber finger- 
bristles clean the gums, too. 
The rubber bristles clean— 
they go into crevices other- 
wise impossible of access. 
Then too, Ambi-Dent’s rub- 
ber bristles cannot come out 
or break off. 


This is a vital advantage. 
Massages—cleans 
polishes 
Sample brushes: 


3 for $1.00 


Ask your druggist to stock them 


AMERICAN 
TOOTH BRUSH 
COMPANY 


St. Marys, Pa. 


AMBI- 
DENT 


DR. H. B. MARSH 


ee ee , 4 
OMerGl Ga Carers s+. 
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NOW 
You Can 
Study 
Mechanical 
Dentistry 
in California 






W you can study 
mechanical den- 
tistry in Califor- 
nia—where living 
conditions ap- 
proach the ideal, where the 
field is not crowded. 


California needs more den- 
tists and more dental labora- 
tory men. 


The School of Mechanical 
Dentistry, established 1919, is 
the only school of its kind on 
the Coast. We offer a real 
thorough course,  conscien- 
tiously taught. Depending 
upon the number of hours of 
attendance, fundamentals can 
be mastered in from 8 to 9 
months. 


A special tuition fee is offer- 
ed for a limited time only. 
Ask us about it now before it 
is withdrawn. 


School of Mechanical 
Dentistry, 
229 Higgins Building, 
108 West Second Street, 
Los Angeles, California. 
Pacific Coast dentists are secur- 
ing good men from us. 





. ef. hea a 


Oe wmnseowa wae 






















ing 
up- 
the 


en- 
ra- 


cal 
) 1S 


pal 


ORAL HYGIENE 











Stick it 
right into 
the flame 


HE A. P. W. needle is so hard — 

because it is made of 30% Irid- 

ium and 70% Platinum—that 
you can stick it right into the flame, 
sterilizing it, without fear of injuring it. 
This same hardness enables the A. P. W. needle to hold a keen 
cutting edge—and a keen cutting edge produces an almost painless 
incision. Certainly they cost a little more than other needles 
but they are worth it because they last longer—and perform 
ever so much more satisfactorily. Good dentistry costs more— 
so do good needles but the first cost of either doesn’t really 
matter. American Platinum Works, N. J. R. R. Ave. at Oliver 
Street, Newark, N, J. 


Your card or a postal will bring interesting helpful information. 


A. P. W. NEEDLES 






























Alvatunder 
THOUGHT FOR APRIL 


The dentist often asks himself the question 
“(Must I stop short of making the best 
possible preparation because of the sensi- 
tiveness of the tooth?” Before the days 
PROCAINE of Procaine Alvatunder Anesthesia 
pei this had frequently to be answered by 
: “Yes”. By the judicious use of Procaine 
Alvatunder Anesthesia there is no long- 
er any need for this question. 
Sample free of the Procaine form. No 
narcotic blank required. Cocaine if you 
want it, though. There’s alot of space in 
the margin for your name and address— 










me sph a or just send your professional card or let- 
fag o TT IT: or iat terhead. Write today. . 
a i The Hisey Dental Mfg. Co., St. Louis, Mo. 
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Bacteriological 
bacterial con- 
tents twelve million to 


shows 


The ti 
per se 


container. 
is a cha 
ilizing fi 
of whicl 
the perforation. 


Price: Sterilizer, 
plete with year’s supply 
of antiseptic, $1.50. 


S. H. Thompson 





report 


-one million 


germs per brush. 


Thompson’s 
Germicidal 
Sterilizer and 
Retainer for 
Tooth brushes 


is the absolutely effec- 
tive yet quite simple 
means for keeping 
brushes sterile. 
ht-fitting stop- 
sit. The brush 
rests upon the perfor- 
ated bottom of inner 
Beneath it 
mber for ster- 
luid, the fumes 
h rise through 





& Company, 


914 Detwiler Building 
Los Angeles, Cal. 


com- 











A Big Winner 


HAKINS 
CLEANERS 


CLEAN 


paste 





TEETH 


Efficiently 
Pleasantly 


No lacerated gums 
No abraded enamel 
No spattering 


Absorbing and carry- 
ing Lert powder or 


$1.00 a doz. 
All dealers. 





1 Union Square, 
New York 
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Thermostatic 
Tumbler 


Warmer 


Maintains solutions at body 
temperature, hour after hour 
—day in and day out. 

For convenience—for econ- 
omy—for your patients’ com- 
fort—there is nothing else to 
compare with it. 

Saves solutions because it 
avoids the necessity of adding 
fresh water to keep the temp- 
erature up. 


other type of heater. 
Send the coupon and we'll 
explain. 


$15.00 


Supply Co. 


Send information on Holmes _ | 
Tumbler Warmer. | 


AGG... 





Because it is thermostatic it | 
uses less current than any | 
Why? | 


M. F. Patterson Dental | 


406 6th Ave.So., Minneapolis _ 
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- HEAD—N OSE—THROAT 











For Catarrh—Infl Cold in Head—Nasal Catarrh—Stopped Up Nose 








Sneezing—Infl tion of skin and tissue. Thousands of Dentists, 
Physicians and Nurses recommend KONDON’S. 
FREE OFFER 


Any Dentist—Nurse or Doctor who will write us on their own stationery 
will receive FREE a tube of KONDON’S CATARRHAL JELLY for own 
personal use, and samples for patients and friends. KONDON’S is sold by 
the entire drug trade. 


Please mention Oral Hygiene when writing. 


Kondon’s Catarrhal Jelly 
Minneapolis, Minnesota 
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Nature's own healthy glow—by veneer- 


ing with McCormick’s Blended Pink 


if you wish to give a denture that healthy glow of 
s 


nature, if you wish to reproduce the natural gums—then 
veneer with a true blend of pink rubbers found only 
in McCormick’s BLENDED Pink. Blended Pink Rub- 
ber used in combination with the following McCormick 
Base Russers makes an ideal denture: No. 3 Dark 
Orange, No. 6 Maroon, No. 4 Light Red, No. 18 Red 
Weighted, No. 22 Olive, No. 25 Gold Flake. 


E. J. McCORMICK RUBBER COMPANY 
Lodi, New Jersey 





“The Pink 
of Perfection” 


$2.50 per 14 Ib. box. 


Your dealer or direct. 































































A BAND 


A band, the seam of which has been coated with Li-Go-Sol 
—the /iquid gold solder—may in nine seconds be converted 
into practically a seamless ring of metal. 

This seemingly impossible thing is accomplished by merely 
suspending the band in the flame of an ordinary Bunsen 
Burner as shown 1n the illustration. 

And when the operation is completed there will be no 
resulting excess of solder to be ground away. 

A band, the ends of which are fused together by the use of 
Li-Go-Sol, is not stiff as is the case when. soldered by or- 
dinary methods, but, on the contrary, retains the full 
extent of its’ pliahility. 

Send for the book which will acquaint you with the unlim- 
ited possibilities of this marvelous product, which will 
enable you to do.better work at less than half the cost. 


The technique is simple. 

Send to us or ask your dealer for the book. 

It is sent free. 

Li-Go-Sol, per : package, containing the equivalent of 


eleven dwt. 22 karat ordinary solder, $5.00. 


LEE S. SMITH & SON MFG. CO. 
PITTSBURGH, UV. S. A. 


Please send me the LI-GO-SOL booklet. 


Address ....... 
ES incites eee eeeies. <énankhacdnsensasenseiealebiaitl 
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Serving the Profession for More Than Sixty Years 
Insist Upon 


Ss, 
[AWRENCE' 


W. H. CLERKE. Special Agent 1136 


u, addres 


ey” St., Philadelphia 
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PALMER GIFFY PLATE REPAIR METAL Melts at 180 degrees dH | 
Undercut rubber around tooth pins, melt metal with hot 
spatula and press to place with palm of finger. Makes a 
strong case and done in a moment, saving the risk of warping |} 
plate in re-vulcanizing. If your dealer doesn’t keep it send 4 
$1.50 for box, enough for thirty repairs, to 

PALMER DENTAL SPECIALTY MFG. y 
1001 Green Blidg., . Seattle, Wash. rf 
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A Fositive Pulp Capper and 
Cavity Lining all in one. No 
mixing or preparation of any 
kind. Comes to you ready to 
apply. White in color, and will 
not run on margins. A time 


Price $1.50 ee 














Order of your dealer 


Distributed by 
The 
Ransom & Randolph Co. Cleveland, Ohio. 
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ts the 
ONLY WAY 


ST everything that’s written 
about the proper use of a tooth 
brush lays stress upon the neces- 
sity for employing the “‘rolling’’ 
motion. 


The rolling motion was originated by the 
originator of the famous 


Rolling Tooth Brush 
—more than 35 years ago. 
The Rolling was scientifically designed for the 


purpose of making the “rolling’’ technique 
easy. 


The Rolling Tooth Brush is peculiarly tufted 
too—but get the rest of the story— 


Send for the little red book about the 
Rolling—free on request. Pin this page 
to your card or send postal. 

The Rolling Tooth Brush Co., Montclair, 
New Jersey. 
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We want 


to take 
your ‘wife 
into our 
confidence 


We want with your permission, 
to take your wife into our 
confidence. We want to give 
her an opportunity to use 
Thoro Skin Cleanser for her 
hands or as a shampoo. 

We have found that where we 
do this, the ladies are in the 
habit of enthusing over Thoro 
to such an extent that their 
husbands are prompted to 
install it in the office for their 
own and patients’ use. 





Thoro is the most delightful 
effective and sanitary han 
cleanser there is. Its base i 
a fine sterilized meal that get 
into the pores and under th 
nails and carries away the dirt 
A dentist’s hands must be kep 
in trim. Hundreds and hun 
dreds of dentists are findin 
that Thoro is the way to do it 
Send the coupon for the fr 

sample. When you get it, 
take it home! 





Thoro Corporation, 217 W. Huron St., Chicago, Dept. O. 
Please send free sample of Thoro and Helen Channing’s booklet. 
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a ed ether. oral hygiene as practised by nurses 

| and other attendants is not only recognized 
as good administration, but is a necessary pre- 
bE stionar measure adopted by medical directors, 
| > * superintendents and superintendents of nurses in 
the safeguarding of patients. 


Interest in sanitary, healthy mouths of hospital 
personnel grows steadily. The subject will receive 
even more attention in the future. 


Colgate’s Ribbon Dental Cream does all that a 
dentifrice can do in cleansing the teeth and main- 


taining oral hygiene. 


A generous sup- 
ply of samples 
will be sent to 
professional 
paid, on request, 





Colgate’s Dental Powder holds a high position 
among those of the dental profession who prefer 
a dentifrice in Powder form. As with Ribbon 
Dental Cream, it is based on the same fine pre- 
cipitated chalk and pure soap. 


RIGHT WAY |] 


"Washes and Polishe: 
Doesnt Scratch 


Truthin Advertising Im- 
plies Honesty in Manu- 
facture. 





DentaL DEPARTMENT 
COLGATE & CO. 
Established 1806 
New York, N. Y. 
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Just a fleck of Dr. Wernet’s Powder 
a wax trial plate will afford enough ad 
sion to allow you to obtain extrem 
accurate and almost natural articulati 
The psychological effect on the patier 
mind that “the teeth already fit” is 


valuable. 


Dr. Wernet’s Does ow Thin 


1—Gives instant adhesion (“Suction”). 

2—Permits patient to eat meals the first day 
comfort. 

3—Stops any tendency to gag or vomit. 

4—Enables patient immediately to talk prope 


_5—Prevents rubber-sore mouth. 


6—Overcomes nervous habit of pushing p 
with the tongue. 

7—Prevents despondency and disappointmen 

8—Keeps patients cheerful and confident. 

9—Creates satisfied patients and builds your prac 


H. R. LATHRC 
U. 
11¢ 
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-~| Wernet’s Powder 


wde Dr. Wernet’s Powder for False Teeth 


th ad (A White Powder) 


aL " The latest tool in Dentistry. In color, taste, fragrance, 
° wr and adhesive action vastly superior to any other 
Ps Mapparently similar preparation. 


t” is 
Dr. Wernet’s Powder for False Teeth 


Thin (A White Powder) 

al is being widely used ‘by the profession 

st day 
To keep cotton rolls from slipping and sliding 
To stop any tendency to gag or vomit 

prope On partial plates after extraction 

On temporary plates 





ing P On plates for flabby ridges 
— On old plates after changes have been made in them 
t To eliminate bite plate trouble 
1r prac To cure blister or sore spot after plate has been trimmed 
RQOMPANY, Inc. 
U, tors 
114M St. 





New Y. 


1 by ¢ 
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‘The plasticity of cement, the ap- 
pearance and characteristics of 
porcelain, and the durability 
of gold.”’ 


On July Ist, 1923, it will be nine years 
since chemists of the Mellon Institute of 
Industrial Research undertook to pro- 
duce for us a filling material measuring 
up to those specifications. 


In the fall of 1917, the product, under 
the name of Certified Enamel’ was 
offered to the profession at large. 


As the years roll on it becomes more 
and more evident that our chemists 
came closer to a solution of this big 
problem than even we were aware when 
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the product was released—and certainly 
no one either before or since has 
y produced a material comparable with it. 






















If you are using Certified Enamel, you 
vars § have the satisfaction of knowing it is 
eof & astrictly scientific product of the high- 
sro. § est quality possible to produce by the 
ing J most modern and approved methods. 


It is the only adhesive and the most 
den translucent of all the silicates. 





was § And Silicate filling materials are sili- 
cate filling materials no matter by what 
trade name they may be known. 





ore 

ists 

D6 | LEE S. SMITH & SON MFG. CO., 
1en Pittsburgh, U. S. A. 
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The Ideal 
Casting Combination 


For inlay abutments or three-quarter 
crowns there is nothing to compare : T 
with 


Hart Casting Gold 


(Formula 1) 
When Hart gold is used in connec- 
tion with 


Dr. Peck’s Casting Investment 


satisfactory results are an unvary- 
ing certainty 








Prices 


FORMULA Hart Casting Gold— 
per dwt. $1.75 


Dr. Peck’s Casting 
Investment— 

percan $1.00 
At your dealers. 








Th 


Five 





Trade Ma rk, Registered 


Trade Mark—Registered 


Both of these products are manufactured by 


where 


Dental Specialties Co. 1 


806-18 Equitable Bldg. St. Louis, a. 
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(RescentAitoy 


THE TOOTH SAVER 


Formerly made by Consolidated Dental Mfg. Co. 





Thirty Years of Success in the Dental World 


Five Oz. Bottle, $9.00 One Oz. Bottle, $2.00 


For Sale at all Dental Depots 









1 UNION SQ. NEW YORK 
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ORAL 


BOBCBCECEOBLE 


No base metals in 
NON-OXY-PLATIN 
CASTING GOLD 


These golds, which are 1000 fine, are guaranteed 
—because they contain no base metals—nof 
to oxidize in annealing or in the mouth. They 
are new and different and’ definitely entitled to 





your consideration. 


— USUSOB08 0k 


A. ADERER 
819 L. A. Jewelers Exchange Bldg., Los Angeles, Calif. 


SUSUS0S 0808 (80808080808 


HYGIENE 
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This advertisement accom- 
panied by your card, or a 
postal mentioning the ad will 
brirg details—highly interest- 
ing details—promptly. 


inci 





Not a Great Discovery 


Pyo-gene is not a great scientific 
discovery; it’s just an ordinary 
25-year old remedy made from 
the best obtainable essential oils 
and germicidal powders. 

But, although it is not the “great- 
est discovery of the century”’ or 
anything like that, it surely does 
give instant relief from toothache 
or sensitiveness of the dentine; this 
- is why it has been used so success- 
fully for a quarter of a century. 


Sample Free 


That is why we want to send you 
a sample of Pyo-gene so that you 
may subject it to test, for, you see, 
in 25 years’ experience of its 
efficacy, we are very sure indeed 
that your test of it will prompt 
your continued use of it. 


Manufacturers of Gold Plates, - please. 

Shells, Solders and Filling amd gy Dre... se sce neeneeneeneneeeeeeeee ; 
Casting Golds and Colonial Alloy. - I si. corscnsinnsosiconaiinatacnetcinaaiioeoniagall ; 
quummmmmmmmmnemnnmmmmmmamaimmmmmmmmmmmm COLT naan anneeeeceenem 


QRA TL HYGHEIEN EF 














a“ St <a 9 


Send your professional card or a posta 
or this coupon. 


Se ee ne eh oe OU Ur Oe Ue ‘1 


1 S. H. Reynolds Sons Co. 
§ 100 Boylston St., Boston, Mass. 


| Send free sample of PYO-GENE 
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ACIDEN 


Hardens 


Soft Teeth 






if 
' 





How Acident 
Solidifies Teeth 


asl 
Se ie ec 


Fig. I. A microphotograph of a cross 
section of tooth enamel cf a naturally 
porous tooth. The dark area shows the 
porous structure. Itis caused by the ab- 
—_ astain. This porous area ab- 
sorbs destructive acids just as readily as 
it does the stain. 


il 








Fig. II. Another section of the same 
tooth, treated for thirty days with the 
saliva of a person free from tooth decay. 
The light area shows how the saliva has 


partially solidified the porous tooth. 














All teeth are soft when cut 
through the gums. Unless 
the saliva hardens them, they 
soon decay. When the saliva 
is lacking in hardening sub- 
stance, ACIDENT Tooth 
Paste supplies the need. 
ACIDENT Tooth Paste embodies 
the latest method of attacking that 
tooth softening film (instantly curd- - 
ling it) and by actually hardening 
the teeth counteracts the injury 
done, thus preventing tooth decay. 
ACIDENT Tooth Paste is especially 
valuable for children’s teeth because 
they are naturally soft and porous, 
and decay readily unless hardened. 
Samples and literature mailed on 
request. 


W. M. RUTHRAUFF CO. 
Dept. 75 
22nd and Arch Streets, 
Philadelphia Pa. . 








Fig. Ill. A third section of the same 
tooth, treated for thirty days with saliva 
and ACIDENT. Note how tooth has 
become almost completely solidified, as 
| indicated by white area. This convinc- 
ingly shows how ACIDENT solidifies the 
teeth, preventing the penetration of the 
staip also of destructive acids. 

















W. M. Rutruraurr Co., Dept. 75, 
22nd and Arch Streets, Philadelphia, Pa. 
Please send me literature on ACIDENT, 


with samples. 


Name 





Address 
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Copper--- 


Inlays or 
bridges or 
fillings --- 


INTHE MOUTH 
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Minimum Heat 
Minimum Expansion 


are of 


Maximum Importance 
in Dental Cements 


How often have your patients recoiled from 
the shock of a “hot” crown or bridge abut- 
ment as you placed it on atender, sensitive, 
newly prepared stump? 


How often have patients returned, com- 
plaining of a new gold crown or bridge: “I 
seem to bite hard on it’’? 


The first was an instance of “hot cement”; 
the second a case of “expanding cement”. 


These tendencies in a cement can be con- 
trolled—they are controlled in 


S. S. White 


Zinc and Silver Cements 


Let us tell you how to make a simple and convincing 
lest on any cement. 


Ask for Booklet. 


The S. S. White Dental Mfg. Co. 


*“Since 1844 the Standard’’ 
Philadelphia 
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“Cast Denture Gold” 


A casting alloy of unusual interest 


Some truly remarkable results are obtained with S. S. White 
Cast Denture Gold that give it a wide range of usefulness. 
With only a small platinum content, yet it has the desirable 
properties of a high grade clasp metal; it can be cast in a thin 
plate of great strength and rigidity. Its color is good; melts 
and flows readily under a gas and air flame, and merits your 
early attention. 


There are other S. S. White Casting Golds that are equally 
interesting; all high grade alloys with individual qualities 
adapting them to every class of cast work. 


An investigation mill repay you— 


Cast Denture Gold Cast Inlay Gold 

Cast Clasp Gold Cast Inlay Gold No. 2 
Cast and Swaged Denture Gold 20-K 

22-K Light 22-K Dark 24-K (Pure Gold) 


Two Pennyweight Ingots 54 x 5 inch 


If your dealer can’t supply you write us direct 


The S. S. White Dental Mfg. Co. 
“Since 1844 the Standard” 
Philadelphia 
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NEO -BALSAM 


COMPOUND 


A REVOLUTIONARY MATERIAL 
RICH IN DENTAL ESSENTIALS. 


IS A NON-IRRITATING, STERILIZING OBTUND- 
ING, SUBMARINE COMPOSITION 


























FOR 


ROOT CANAL FILLING 
a non-irritating antiseptic, extremely ad- 
hesive even to wet surfaces, sets within 
30 minutes without shrinkage, is radio- 
paque and ‘has a Solvent to soften it 
should removal ever be necessary. 


PULP CAPPING—CAVITY LINING 
obtunding without irritating, sticks to wet 
surfaces and sterilizes them, sets smoothly 
over the pulp without granulating, a non- 
conductor of heat and cold. 


A CEMENT IN DECIDUOUS TEETH 
sticks to wet cavity walls, sterilizes and 
prevents further decay, is impervious to 
moisture and saves time and torture. 


Neo-Balsam Compound Liquid is a Desensitizer 
that obtunds effectively within a few 
minutes but never injures the puip. 


Fabricated by Dr. Ewing P. Brady, Prof. of 
chemistry at the Washington University School 
of Dentistry, St. Louis, Mo. 


UNCONDITIONALLY GUARANTEED 





Pi 
By | USED, 

A. A. BROWN DENTAL MFG. CO. ‘he 
506 N. Vanderventer Ave. St. Louis, Mo., U.S. A. hdr 
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What they say about it— 

“T use it for everything.’”’ States a prominent 
dentist. 

‘Just what I have been looking for.’’ Writes a 
London dentist:of international reputation. 

“It works splendidly.’’ Writes another. 


“T have been using Neo-Balsam Compound with 
considerable success.’’ Writes a Dean of one of 
our large dental colleges. 


SPECIAL OFFER 


A bottle of SOLVENT, price $.75, which is a lubricant in fine 
canals, retards the setting, and softens Neo-Balsam Compound 
should it ever become necessary to remove it, will be given FREE 
with each order for a box of Neo-Balsam Compound, price $2.50. 


Just send this coupon to your first class dealer. 


| 
| 
; GENTLEMEN :—YOU MAY SEND ME WITH THE UNDERSTANDING THAT I 
; MAY RETURN FOR FULL CREDIT, 32 > HOW MUCH I MAY HAVE 
; USED, IF I FIND THAT I DO NOT L 

1 1 BOX NEO BALSAM CoMEOeED $2.50 

| 1 75c BOT. SOLVENT (as per Special Offer) FREE 
| 
| 
! 
l 
| 
I 
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iis ae Fe adits 
Manufactured by 
A. A. Brown Dental Mfg. Co. 506 N. Vandeventer Ave., St. Louis, Mo., U.S. A. 
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| where are using for prophylaxis in preference 


What are 
Prophylax-O 
Tablets? _ 


| - They are the tablets that dentists every- 


to the old-time mussy, messy method of 
mixing up pumice and things. 

Prophylax-O Tablets combine a polishing 
agent, an abrasive agent and an antiseptic 
—these three essentials are united in Pro- 


phylax—O Tablets. 


Use this prophylactic unit to speed up pro- 
phylaxis—you can do better work in less 
time. ° 

Proof? The coupon below will bring free 
samples that will enable you to conduct a 
test and satisfy yourself regardless of what 
we say. 


Ellis-Jones Drug Co., Memphis, Tenn. 
Please send free samples of Prophylax-O Tablets 


(Gardner) 
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‘sros.. POLISHING 


DUST COLLECTOR 
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for 2 opera- 


6 
tors—with 


Model 
removable 


taper points 2 x 4 feet floor 
space—strong Air Suction 
at both hoods—Dust drawn 
into the 2 square Dust Cab- 
inets—electric lights on 
hoods. Ball Bearing Motor 
Fan Shaft. Copper water 
tank underneath catches 
any very fine dust that 
might escape the fine linen 
bags in the upper dust cab- 
inets—shipped all set up as 
shown ready to run—just 
have your electrical connec- 
tions made—zine covered 
table iron legs—Head can 
be started and stopped inde- 
pendent of motor— 





‘, Pe Sabha 
s 


~ 









auP AT EN T E Dee 
MODEL 47—Below 


put your present electric 
polishing motor on the table 
between the suction hoods 
—Independent motor drives 
the suction fan—Electric 
lights in hoods—suction at 
both hoods—can be driven 
from any light socket. 
Combination dry and wet 
dust cabinet holds the dust. 
WHITE ENAMELED 
ENTIRELY, floor space 


18 x 28 inches. 
Model 
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LEIMAN BROS. * 


Makers of good machinery for 35 years. 
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62 LISPENARD ST. 


NEW YORK 
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Y How would you like 


to have a seesaw in 






your mouth? 





Many patients are wearing plates that are 























virtually seesaws, all because they lack « 
that muscle-balance necessary to a well & 5; 


fitting denture. 
BRIDGFORD’S PLATE PASTE corrects 


these faults. : be 
This paste is a non-elastic, plastic, vulcan- re 
izable paste, a little heavier than tooth th 
paste, and is used for correcting the fit of a 
artificial plates without the necessity of 
remaking the plate. th 
Lo 


Briefly, it is used as follows: re 


A sufficient amount of paste is placed on 
plate, and is pressed to place. The excess T 
squeezes out and only enough remains on 
plate to compensate for the defect. De 


Flask with one pour; no opening of flask 
necessary. 


Vulcanize same time and temperature as 
vulcanite rubber. N 


Full directions with each package; enough 


for six to ten cases. Price $3.50. Colors, § “e 
red and black. | sma 
Se. 

For sale by ail dental supply houses. mn 


If ordering direct, send money order 
or draft. Address Dept. H., Pioneer 
Mfg. Co.; Macon, Missouri. 
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Di ctdavatehate 
PULO ana 


Para -Piono- | 


\Keyetor | 
| Phenol 





The Principal Ingredient of 
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/, 0 ¥ # -. 
ry are TISEPTIC 
ack ; ——— - 
Ape LOCAL ANAESTHETIC 
In Ampules ) (2% Procaine or 1% Cocaine) 
rrects For over thirty years Ortho and Para-Mono-Iodo-Phenol has 
been the principal ingredient in Dr. R. B. Waite’s Antiseptic 
Local Anaesthetic. It is an efficient anaesthetic in itself; 
sali when it is combined with Procaine or Cocaine it produces 
roti the most positive and lasting anaesthesia known to dental 
ty of science. 
Used in millions of cases for over must be given much of the credit. 
g 
thirty years, Waite’s Antiseptic The base is a rapid healer of gums 
Local Anaesthetic has proven safe and tissue and prevents after-pains. 
every time—and to this compound 
ed on Put up in convenient ampule form—also in bottles. 
coal The Antidolor Mfg. Co., 80 MainSt., Springville, Erie Co., N.Y., U.S.A. 
Foreign Agents: 
Dental Manufacturing Co., P. Grant Smith, Australian Drug Co., 
London, Eng. Durban, So. Africa Sydney, Aus. 
flask 
Nerve Blocking Course FREE Check, Sign and Mail this Cou 
© Send me sample box of ampules, free 
ough To acquaint you with Dr. R. B. Waite’s 0 Ship the following order through 
lors Anaesthetic we will send you Waite’s Complete 
; Course in Nerve Blocking which will quickly (Name of dental depot) 
make you a master of this new and profitable and mail me Waite’s Nerve Blocking 
| science without private lessons or a post grad- | F oe with any ns — erg a) 
P ounces or oxes cc i 
r uate course. See offer on coupon. of Waite’s Local Anaesthetic $8.40. 
r | O 12 boxes 2%cc or 0 12 boxes $cc Ai 
$10.20. 


0 Waite’s Complete Nerve Blocking 
| a making all injections. Value $13.60, 


BPOGE. . ccnsenneecsescsaceconen 


uuubuuanubeagsogas 














a» ‘Does the dentifrice your 
| patients use 
enhance your work? 







Ti ISD AIRE I Ris IS PINE BYLINE ge NR i LUNIA 


Waite’s Dental Cream does everything that 
a dental cream should do—removes the film 
without scratching the enamel—eliminates 
hundreds of millions of germs in the mouth 
and prevents rapid regrowth of germ life— 
increases the flow of the saliva—cleans and 
polishes the teeth—leaves a cool, clean, re- 
freshing effect in the mouth. 


This Large Size 
FREE 


For your own use 























ANTI-PY-O 


could ¢ 
—in 0 
The Antidolor Mfg. Co., 80 Main St., Springville, Erie Co., N.Y., U.S.A. — t 
Foreign Agents: adder 

Dental Manufacturing Co., P. Grant Smith, Australian Drug Cc, 
London, Eng. Durban, So. Africa Sydney, Aus. R 
The 


Enclose professional card or stationery 


dolor Mfg. Co., 

igville, Erie Co., N. Y., U. S. A. | 
Jesire to make my own tests and your personal use and Dr...... 
parisons of Waite’s Anti-py-o | | 

jal Cream. Please send me large | tests. 
' free. 


Weccccccccece @eeeseeoeeeeeeeneeeneee 


"Sign and Mail this Coupon | SMail the coupon for 3% 
lg large size tube for 
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Brings hospital safety 
right into your own office 


Haven’t you often wished that you Here is a sterilizer that gives you 
could operate in hospital environment _hospital equipment within the confines 
—in order that there might not be of your own office. 
». A. even the very slightest opportunity Aren’t you anxious to know all 
for any unfortunate chance jeopardiz- the things this sterilizer will do —why 


Cc, ppg Bs Your technique? =. it does all it does? 
: . This coupon brings interesting, hel 
Removing All Chance ad dans seihiy. pte are 


The last element of chance is re- Wilmot Castle Company, 1158 
moved when you sterilize non-boil- University Ave., Rochester, N. Y., 





or able material in steam at 20 pounds Makers of the largest line of sterilizers 
pressure. for dentists, physicians and } 
or aati send me, without obligation or charge, full data on your steriliser 
im No. 1415. 
nd or. 
Address 








Dealer... 

















<> 





590 ORAL HYGIENE 





How difficult! 


was it for you to com- 
pile your income tax 
report? 


How many dollars did you pay in 
excess of the proper tax simply 
because you could not figure, from 
your books, al/ the deductions to 
which you are entitled? 


Perhaps you have an elaborate 
bookkeeping system and have still 
been unable to get these vital 
figures—this is the. trouble with 
elaborate systems, they sometimes 
make you serve them, rather than 
serving you! 

If you have been through this, you 
will welcome the 


DOCTORS’ DOLLAR 
SUMMARY 


It is the multi-column, loose-leaf 
book—a single book—that accounts 
in a simple way, for every penny of 
every dollar that you take in or 
pay out. 
It is so simple that your office 
assistant can take care of every item 
of it—and, at the end of the year, 
income tax figures can be taken off 
at once without further additions, 
subtractions or distribution being 
made. 
The editor of ORAL HYGIENE, him- 
self, tells us that this is exactly what he 
been looking for and he has installed 
our system to replace elaborate, cumber- 


some systems that did not give him the 
vital figures so readily as ours does. 

Price, 100 leaf size “814 x11’’ $10.00 
(enough for more than a year, 5400 lines) 
Cc. ten days’ examination and if 
book does not answer your purpose return 
same and your money will be refunded. 
Refills, 100 leaves 50, all over 100 
5cents each. A system complete for sim- 
plicity, compactness and economy. 

It is almost impossible to. see a dentist 
personaty to sell something, so I send this 
or 10 days’ examination, which I'feel you 
must see in order to appreciate. 


Start now or any time during year. 


G. A. Ostermeier 


New London Wisconsin 
Mention your dealer. Dealers—Write for terms 











You can make a solid back- 
ing that is stronger and which 
costs less than those you buy. 
Sold on 30 days, trial on money 
back guarantee basis. Ask us 
for details, mentioning your 
dealer. If ordered direct remit- 
tance for $7.00 should accom- 
pany order. 


Moeller Specialty Co. 


Elyria, Ohio 











Br — ster 


The cool, adhesive, 
strong germicidal Ce- 
ment for Crown and 


Bridgework, Inlays 
and Fillings. 


Now being sold in 
every city in the U. S, 


cAsk Your Dealer 
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Protect Your Ideas 


Any new article, machine, design or improvement 
thereof, or any new combination of parts or improve- 
ments in any known article which increases its effi- 
ciency or usefulness, may be patented if it involves 
invention. 


If You Have Any New Ideas 
which you feel are useful, practical and novel, take 
prompt action toward protecting your rights. If you 
ve invented any new machine, or new combination 
of parts or improvements, or new process or design, 


Send Drawing, Model or Description 


of it for information as to procedure to secure pro- 
tection. Write Today For Blank Form 


“Evidence of Conception” 


to be returned to me with drawing, description or model of 
your idea. Promptly upon receipt by me of your idea I 
will write you fully as to procedure and costs. 


No Charge for the Above Information 
All communications are held in strict confidence. M 


personal, careful and thorough attention is given to eac 
case. I offer you efficient, reliable and prompt service— 


rae he Preis te | aaperionne, Highest references. 
ay for free book, ‘‘How to Obtain a Patent.” 
The hook will give you valuable information, and it may 
save you much time and effort. Send for it NOW. 
My practice is devoted exclusively to United Sg and 
foreign patents and trade-marks. Very probably I can 
help you. Write today. 





Clarence A. O’Brien, Registered Patent Attorney 
{ 107 Southern Building, Washington, D. C. 


CLARENCE A. O’BRIEN, 107 Southern Bidg., 
Patent Attorney, Washington, D. 

Please send = our free book, “How to Obtain a Patent,” and blank form “Evidence of 

Conception”? out any obligation on my part. 


(WRITE CLEARLY) 
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THE MASTER DENTURE 


AT A SPECIAL PRICE 
This Plate has taken the Profession by Storm. 
Orders and re-orders are pouring in from all over the country. 
Distance makes no difference. We have customers in far 
distant states who are glad to wait for this master denture at 
this special price. 

The entire palate is made of gold—well wired, looped and 
reinforced. The buccal and labial surfaces are produced in 
vulcanite, thus insuring a perfect “‘valve”’ peripheral fit. These 
dentures are beautifully and scientifically made, and always 
command a high fee from discriminating patients. We stake 
our reputation on them. They possess all the advan- 
tages of a gold plate and the perfect fit of a rubber plate. 
Price complete—including Trubyte teeth, carved Granular 
Gum, Gold Dust rubber, trial, etc.— 


Upper $20. Lower $18. 


Send perfect impression, wax bite and shade. The metal base 
with teeth set up in wax will be sent to you for trial before 
vulcanizing. 
We guarantee that both you and your patient will be delighted 
with this beautiful denture. 

Write for price list and large book of beautiful color illustrations. 


REESE & WIEDHOFFT 
DENTAL LABORATORY 
215 N. ‘Michigan Ave., Chicago, Il. 
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. Proof 
that the 
| . Tooth Brush 
NE S 2 Sterilizer 
STERILIZES 
NATIONAL PATHOLOGICAL LABORATORIES, 


18 East 41st St., New York, N. Y. 


To: WEB Sterilizer Company, 
Mount Vernon, N. Y. 
Culture from tooth brush before steriliza- 
tion; Numerous Streptococcus 
umerous Gram negative diplococci mem- 
bers of Siccus Catarrhalis Group. Few 
Gram negative bacilli members of B. Mu- 
cosus Group. Occasional Staphylococcus 
Aureus. Occasional colony Gram itive 
bacillus. After three hours i ~ WEB Tooth 
* Brush ~~? Culture Negative. 
Signed Anhinga cNeil, M. D. 
Price to ielddhiaatess - = $4.00 
Retails to patient at = $5.00 


Write for literature. 
Sales Representatives Wanted. 
WEB STERILIZER CO., MOUNT VERNON, N.Y. 





SRS BERN SN A 
| 
WAKTASSI 


SELF-BALANCING 
DENTAL. INSTRUMENTS 


WACHTLER’S 
KOOL-KUTTING 


HAND-STONED BURS 
ENJOY OPERATING COMFORT BY 
USING INSTRUMENTS FORMED ON 
MECHANICAL. ENGINEERING PRIN- 
CIPLES. 
LET YOUR PATIENTS ‘‘IN OWN’ 
THIS ““‘COMFORT THING’ Jay 
USING—K—K BURS. 
15 DAY TRIAL, EXCEPT ON FILES 
AND BURS. 

SEND BANK REFERENCE. 


ADDRESS 


W. A. KELSEY, 


3525 9TH AVENUE, SOUTH, 
MINNEAPOLIS, MINN. 


MENTION YOUR DEALER 


RS ON aR eR em 
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About 
40 years 
ago 


a prominent dentist 
said “The use of 
barbed broaches in 
root-canals is Mal- 
practice.” 


Young’s 
Aseptic 
Broaches 


are not barbed but 
are so designed that 
with their use the 
pulp can be removed 
from any root-canal 
that can be removed 
by any method. 


The extra fine sizes 
(E and F) are fre- 
quently called “‘Pas- 
sage finders”’ by those 
who use them. 

The larger sizes 
(A, B, C and D) may 
be used to enlarge 


the canals when so desired. 
Directions for their use 
in each package of six. 


Reliable dealers sell them. 


Young Dental Mfg. 


St. Louis, 


Company 
Missouri 
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Dr. Riddle’s Individual Saliva Ejector. Such a Help to Dentists 
No time lost clean and sterilizing. Made out of water. 
proof paper tubing. forced with a wire coil. Will dray 







saliva as Log as any ejector, and will fit any ere} tubing, 
200 Paper Saliva Ejectors and Holder, Da oy 

Specify when HOLDER IS NEEDED 

Dept. 2 The Individual Saliva Ejector Mfg. Co. Se, France ie 


et 

















Build the filling from the apex, eliminating 
air-cushions. Ask your dealer or Lee §S. 
Smith & Son Mfg. Co., Pittsburgh, U.S.A. 













Dental State Board and School Review Course. 


As outlined by F. C. Elliott, D. D. S., Professor Dental ; 
Pathology, K.C. Western Dental College, Kansas 
City, Mo. 


1200 up-to-date questions and answers in mimeo- 
graphed form now available. Mailed upon receipt of 
price. $5.00 complete. 


Address F. C. Elliott, D. D.S., 10th and Troost, Kansas City, Mo. 

































SPECI 
2000 to ¢ 
take Riti 
arbor ai 


A 67% Silver 
Tin Alloy 
— absolutely 






This Steelcraft table has a genu- § ishing 


ine a top — removable for oroble 
al 
Steelcraft-built means built strong. ei 


There is other Steelcraft furniture, 


too. 
Write us mentioning your dealer. W. 
STEELCRAFT COMPANY 325 
7880 Morrow Street, Detroit, Mich. 
Dealers write for terms. 


E.R.S. BREWSTER 
CHICAGO 
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$27 
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PIL? 


SPECIFICATIONS AND EQUIPMENT—Motor—1-8 H. P. Universal. Speeds—Fite, 
2000 to 6000 R. P. M. Controlled by rheostat in motor base. Shaft tapered at both ends. Will 
lake Ritter chucks or special 5-32” Goodell-Pratt chucks. Complete ener includes wheel 


arbor and emery wheel, tapered spindle and rag buff, 8’ cord and ment plug. 
> 
l UILT for speed rent the DUMORE 
le and service, the is unusually adapt- 


DUMORE Lathe able. The best den- 


Motor is everywhere 
accepted as the quick, 





tal supply houses 
carry DUMORE 


ph: fl Miseniesl eokalion . Lathes. . We shall be 
to the dentists’ pol- ‘glad to ‘furnish you 
enu: § ishing and buffing with more complete 
for problems. information and a 
Operating on alter- source of supply if you 
ons & nating or direct cur- will write us today. 
ture, 
| WISCONSIN ELECTRIC CO. 








3257 A Sixteenth Street Racine, Wis. 
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The Neglected Gold Mine 


in Dentistry 


CHILDREN 


FLECK’S 


RED COPPER 


CEMENT 


Saves Decipvous TEETH 


Without using bur the cavity 
may be filled with Fleck’s Red 
Copper which permanently 
stops decay by its continuous 
germicidal power. 


Replacing 































At all dental depots 


“Cleanliness 


IS NEXT TO 


Godliness’’ 


applies to casting as 
well as anything else. 
Use the Gardner Cen- 
trifugal Machine which 
stray a clean cruci- 

e for every casting; 
and allows of lediaie 
regulation of casting 
pressure. 


For further information 
clip this ad and send it 
_ to us today. 


. F. Patterson Dental 


Supply Co. 
406 Sixth Avenue So. 
Minneapolis, Minn. 
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an ancestral 
advantage 


HE coarse food con- 
sumed by our 
ancestors served to 


stimulate and increase the 
blood supply in the gum 
tissue. 


Periloids replace and im- 
prove upon this ancient 
advantage. 


You can be certain of the 
tient’s. co-operation in 
me treatment if you pre- 

scribe 


eriloids 


USE ONE DAILY 


—which are composed of a 
gum of high resiliency medi- 
cated under a carefully 
worked out formula, em- 
bracing germicidal and as- 
tringent properties. The 
pressing of Periloids around 
the necks of the teeth 
increases the blood flow in 
the peripheral circulation 
and the chewing action 
forces, in and out, the blood 
in the peridental membrane. 
The patient can carry Peri- 
loids around with him. A 
month’s treatment comes in 
one box—120 gramms, $1. 


Write— mentioning your 


dealer’s and your drug-- 


gist’s name. 
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ONE FOR A DIME— 


and only one. 


The regular price is $25.00 for a hundred and every 
mirror bears your name instead of Dr. John Doe’s. 


DENTALAID JUNIOR 


There isn’t one of your patients who wouldn’t like 
to hang up a Dentalaid Junior next to the tooth 
brush and they would use it too. 


Children’s teeth especially require careful watching 
and close attention. Most parents realize this 
fact now but they have no facilities for doing the 
watching. 

A Dentalaid Junior and an ordinary mirror will 
enable any person to examine the exposed side of 
any tooth. That is why Dentalaid Junior means 
more business for you. 


Slip your card and a dime in an envelope and send 
it to us, or, if the card isn’t handy, use the margin 
of this advertisement. Stamps will do. 


We want you to have a Dentalaid Junior. 


SPECIALTY MANUFACTURING CO. 
Makers of Boilo Mirrors 


313 Fulton Street, Brooklyn, N. Y. 


USE THE MARGIN, SEND NAME, ADDRESS AND YOUR DEALER’S NAME 
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Dr. Stempel's 
Water-proof Discs 
and Strips 


1. Durable 4. soasonnny Water- 


2. Time Saving ssunes proo 
3. Economical 5. Can be Sterilized 


These are the reasons why— Try ‘em 


Stempel Dental Specialty Co. 
Fort Madison, Iowa 
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THE CAMPHO-PHENIQUE PRODUCT 


CAMPHO-PHENIQUE Se et be to be found at the hand of every skilled sy. 
geon in all oe ori tant operations, as its powerful antiseptic and germi- 
pro os help greatly to inure success. It exerts a healing influence thy 

im tsa ee to the tissues calculated to induce omarerenre granulation, 
the minor surgical operations and as an external oopmeaticn ree for vores 
Lveg sores ulcers, boils, felons, chancre, it is universally used by both 

mice and physicians It is constantly needed in the office of every pr 

If not obtatuable. at aa Drug Stores, order direct. We will send % any Physi. 
n, Surgeon or Dentist ae in the United States, postpaid, on receipt of 


ice. 
32 CAMPHO-PHENI UR i 
CAMPHO-PHENI See 
CAMPHO-PHENI DER, In sifter top cans.......- elec osecces 3 
CAMPHO-PHENI UE OINT MENT, 4-oz. cans ..... eebvee 
Samples mailed on request. 


Address: CAMPHO-PHENIQUE CO. St. Louis, Mo. 
SAE ARRON RRR TT RET 
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10c 
brings 
them 


Dentists everywhere are 
sending for a complete set 
of samples of Brown’s speci- 
alties. _ 

We have succeeded in sstir- 
ring them up. 

They want to know why 
we are so . tremendously 
confident of the reception 
these specialties will receive 
in use. 

Just send 10c to cover mailing 
and we will mail you a com- 
plete set of samples right 
away, including Brown’s clean- 
ing fluid. Stamps will do. 


Wheeler-Brown Specialty 
Company 
472 Main St, Fitchburg, Mass. 





Get the Free Sample—then you will know 
a quarter million jars have 

y the profession for 
teeth. J. A. Sprague & Co. Columbus, Ohio, 
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The American 
Dental 
Association 


CLEVELAND, OHIO 
Sept. 10, 11, 12, 13, 14, 1923 





The program will be highly scientific. 
Subjects of every description in dentistry. 
Finest clinics by expert clinicians. 

Largest dental manufacturers’ exhibit. 
Public health exhibit extraordinary. 

A school of instruction for ALL. 


8,000 to 10,000 


Dentists are expected to attend this meeting 
which will be held in the new Auditorium that 


$6,500,000.00 


Hotel rates will not be advanced 
Special Railroad Rates 


6866606650038566660066000666666666560686 
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Who See It In Operation 


are enthusiastic about it. 
The Wheeler Anatomical 
Articulator is so simply con- 
structed that sometimes a 
dentist is inclined to feel 
that agen it may not 
function efficiently on a 
wide range of practical work. 
But when he sees the Wheel- 


jaws more perfectly and 
freely than heretofore has 
possible. 
ORTHODONTISTS, 
CROWN AND BRIDGE 
‘ WORKERS 


as well as Plate Workers will 
secure more satisfactory 
results by the use of this 
articulator. 
A TIME SAVER 

No confusing adjustments 
or complicated mechanism 
to bother with. 


The occluding surfaces with 
their facets, planes, grooves and 
protuberances, guide the teeth 
in their working same as in the 
natural state and the springs 
automatically control the move- 
ments. 

Keep five days and money re- 
funded if not satisfactory. Well 
made in plain brass. Price $6.00. 


Enclose money order or check 
with your order; to be had direct 
or through your dealer. 


I.R. Wheeler, D.D.S. 


301 Kennedy Bidg. 
BROCTON, MASS. 


er in operation real enthu- 
siasm soon replaces his 
doubt. 

EFFICIENT, as it gives 
the natural movements as 
they take place in the human 





Where the restoration is one 
that will be obliged to with- 
stand unusual stress, we don’t 
hesitate for a minute to rec- 
ommend yourfusing Reynolds’ 
Colonial Alloy, for it possesses 
an unusual degree of strength 
and endurance. 

Its silver content is high and 
it manipulates smoothly. 

The price is moderate. 
Order of your dealer—or ask us for a free sample 
of it. 

Mention your dealer when requesting free sample. 
S. H. Reynolds Sons Co., 100 Boylston St., Boston, 
Mass. Manufacturers of Gold Plates, Shells, 
Solders, Filling and Casting Golds. 


Used by discriminating men 
for many years 





RE ORAT HVATIERN EF 


ORAL HYGIENE 


A Rare 
Gold Combination 


If, after a lifetime of specialization in some one 
department of dentistry, you could drink at The 
Fountain of Youth and, dropping the years but 
retaining the experience, continue the practice 
of your specialty with both the enthusiasm of 
youth and the wisdom of age— 


Well, you complete the picture. 


Fifty-seven years ago John Hood began making 
Dental Golds to a high standard of quality. 
Continuously, since that time the work has gone 
on, long experience coupled with new energy, 
new ideas— 


Well, you complete the picture. 


Hood’s Golds are the Golds for you. 


JOHN Hoop COMPANY 


178 TREMONT ST., BOSTON 
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Mechanical Principles 
Applied to Orthodontia 


We announce the inauguration of a complete Orthodontia 
Department. ‘ 

This Department will be in charge of Dr. A. H. R. Berthold 
who is the originator of a new principle in the construction of 
orthodontia appliances. 


Our appliances take all of the mystery out of orthodontia 
and their simplicity makes it possible for every dentist to 
include this most remunerative branch of dentistry in his 
general practice with absolute confidence and assurance. 

With every appliance we send detailed drawings and explicit 
instructions and follow the case through with you to its final 
and successful completion. 


You can now accept all cases of orthodontia that come to 
you and be sure of perfect results. 


If you will follow our instructions you cannot fail. 


Send full upper and lower 
impressions. Permit us 
to pour the models. 


Our appliances range in price from $10.00 to $30.00. 
Write us freely concerning your orthodontia problems. We 
are here to serve you. 


REESE & WIEDHOFFT 
3 Prosthetic Specialists 
215 N. Michigan Ave., Chicago, IIl. 
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Melting Gold and Platinum 
for Dentists 


The Prest-O-Torch is the greatest aid to efficient, modern 
dental laboratory work ever devised. 

Economical, efficient, ever ready. 

Controlled by a trigger valve, right at your fingers’ end— 
The Prest-O-Torch melts platinum or gold without oxydi- 
zation or carbonization with infinitely better fusion than 
when any other form of heat is used. It is the outstand- 
ing development in dental equipment. 

With the Prest-O-Torch you can mould those delicate 


masterpieces of dental art with a precision never before 


dreamed of. 


There are 22,000 P.O.L. stations that can supply any den- 
tist. Any of them are ready to change your empty tank for 
a full one. You pay only the nominal cost of the gas. 


Intense Heat Perfectly Controlled 


A little booklet full of valuable and interesting information has 
been prepared for dentists. It is yours for the asking, 


THE PREST-O-I ITE COMPANY, Inc., 
Small Tans Saies Department 
Indianapolis, Ind. 
New York Office: 30 East 42nd Street 
Pacific Coast Office: 599 Eighth Street, San Francisco 
In Canada: Prest-O-Lite Company of Canada, Ltd., Toronto 














Index To Advertisers 
WHO’S WHO AND WHERE 
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NON-NARCOTIC 


Non-Depressent 
Anodyne 
Compound 


Entering it’s sixth 
year of popularity 








Unequalled for control of 
pains centering in the 


sth NERVE 





100 Tablets....1.50 
Steet Oe 3.50 


At Your 
Supply House 
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THE HEIDBRINK COMPANY 


MINNEAPOLIS MINNESOTA 
The Manvufecturer 








Che HEIDBRINK COMPANY 


Pinneapolis Minnesota USA. 
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No blistered Assistant's 


Sample 


inlays |*7~ 
Gray Jacket sree f 


Pieper Dental Mfg. Co. 
206 Garden City Bank ments, well 


San Jose California Head long wear- 
ing material 
that launders 
well and holds 
the fit. 

Sent prepaid on 


receipt of price. 
BIEN IKO Give tat eae 
IB Give bust meas- 
ure and say 
whether long or 
short sleeves. 
SIGNS ot 
sdeas Gnd We 
Aluminum and Cast Bronze Signs. coesion Men. 
Send for the free folder. Mention tion dealer. 
your dealer, please. , CONNECTICUT 
COAT & COVER 
BENKO BROS. COMPANY 
117 East 15th Street, ant H. 
New York City hen, Conn, 












































‘“The Laundry-man Missed 
Me Today.’”’ 


It’s an annoying thought partic- 

ularly when supply of clean napkins 

for the head rest is inadequate. 

Folks who use Hygienic Dental 

Head Rest Pads don’t worry about 

the laundry-man. 

Pads consist of 100 sheets; “= 

easily adjusted to the chair wi 

attached elastic bands. You tear of 

the top sheet to provide a fresh ) 

clean surface. Tee 7 2 
Made of 2 grades of paper. 4 we -- AG\ 
Our No. 2 pads are white crepe f/ “ay i) Vv 
paper. VO me \ 
Our No. 4 pads are impervious ©“ ” ~~ Niab,' 
paper. U.S. Pat. Nos. 775478 and 845822 


miier othe "4 * bow. 2 pairs Gustav Scharmann, 1181 Broad- 
to a box, enough for 200 sittings- way, New York, or at your dealer. 


Hygienic Dental Head Rest Pads 
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Dentist 
He Uses ALKALOL 


Because ALKALOL is as worthy of consideration for what it is 
not as for what it is. 


ALKALOL is sufficiently, but not excessively, alkaline. 
ALKALOL is properly, not haphazardly, saline. 


ALKALOL is hypotonic, it does not provoke hypersecretion, but 
feeds the cells, thus restoring normalcy. 


ALKALOL is deodorant, soothing, healing and exerts a peculiar 
“freshening’’ influence upon mucous membranes. 






Jf He’s a Wise 










After extraction, during dental operation, as a dentrifice, or mouth 
wash, ALKALOL has come to be preferred by most dentists for 
personal use, as well as for the patient. 


DENTISTS WHO DISCRIMINATE PREFER ALKALOL. 
Sample and literature on request. 


The Alkalol Company 


Taunton, Mass. 



















They help to 
get it over 
with 


















The clean-cut, 
pronounced sharp 
barbs of Donaldson 
Broaches reduce to the 
minimum the tedious oper- 
ation of pulp removal and canal 
cleansing. Donaldson Pulp Canal 
Cleansers help to secure the patient’s 
good will because they get the pulp. 
Your dealer can supply you. 


) —BONALDSON—= 
‘ Donaldson Dental Mfg. Company 
1904 M Street, N. W., Washington, D. C. 
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No. 11 
Jack Rabbit 
Engine 
with All Cord 
Arm and 
Doriot H. P. 


Engine as shown $40.00 
All cord arm, - 25.00 
S.S. White Dorivt 20.00 


$85 .00 
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One Turn of the Knob 


This type has proven one of 
our best sellers, running very 
quiet and smooth, with plenty 
of power. The hand points 
to a small switch, built in 
motor. One-half turn of the 
knob instantly reverses motor, 
giving four speeds forward or 
backward. 


Engine complete includes extra belt, 
oil can, etc. New catalogue showing 
various types of Jack Rabbit engines 
and other goods we manufacture 
now ready. 


T.M. CRUTCHER 


DENTAL MFG. CO. 
414 and 423 West Liberty Street 
Louisville, Ky. 
ERLE ERLE LLL LL AA LALLA ALLL, 
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Removing a live pulp when it 
could be saved is nothing 
short of a crime. 


For preserving pulp vitality 
and sterilizing infected den- 
tine, Sterident is the ided 
preparation. 


Two powders and one liquid: 
Magnesium Zinc for deep 
cavities: where all decay can 
be removed or for thin anterior 
teeth; Magnesium Zinc plus 
Silver Nitrate for cavities 
with discolored or infected 
dentine approaching the pulp. 
The liquid is Pimento Eugenol. 
Full directions with each 
package. 


Your dealer will supply you. 


Manufactured by 


King’s Specialty Co. 


Fort Wayne, Ind. 
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VERY dentist knows 

that when teeth are 
clean, polished and free 
from all film and discolor- 
ation, they are in as nearly 
perfect condition as pro- 
phylaxis or any dentrifice 
can make them. 

If, in addition, the gin- 
gival margins are healthy, 
and the gums free from 
any oozing from local in- 
fection, the evidence of a 
healthy oral condition is 
even more positive. 

These are reasons why 
dentists generally are now 
recommending CALOX, 
the Oxygen Tooth Powder. 

CALOX is made 
of the purest in- 
gredients, care- 
fully selected for 
their cleansing and 
polishing qualities, 
acting not only on 
the tooth surfaces 
but also maintain- 
ing the “finished” 
appearance of your 
fillings, bridge work 
and other _restora- 
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McKESSON & ROBBINS 


INCORPORATED 
Manufacturing Chemists 








If Teeth Look Right 
They Usually Are Right 





tions. Thus adding to 
your reputation for doing 


beautiful and_ effective 
dental work. 
CALOX neutralizes 


those mouth acids that 
favor tooth decay, and 
leaves the mouth with 
a delightfully fresh, clean 
feeling. 

It helps maintain an 
asceptic condition of the 
cral secretions. When wet 
in the mouth fluids, 
CALOX develops nascent 
oxygen. This destroys bac- 
teria, and oxides decaying 
particles of food that may 
have lodged between the 
teeth. 

If you have not 
yet tried CALOX, 
send your pro- 
fessional card and 
receive a full size 
package andadozen 
or more samples 


for some particu- 


larly obstinate 
cases. 
Write today. 


NEW YORK CITY 


609 
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There’s a difference between 


boiling and distilling. 


While boiling kills whatever germ-life 
exists in the water, it does not remove 
from the water the bacteria so killed 
and these are introduced in the blood 
stream along with the anesthetic 
solution. 

Furthermore, if the tablets be boiled 
to effect sterilization, the process will, 
in many cases, rob the constituent 
drugs of some of their efficiency— 
perhaps render them worse than use- 
less. 

Scientifically distilled water is the 
only safe medium for dissolving the 
tablets. 

Use commercially distilled water, you 
Say? 

Yes, of course, you can do this, but 
it is extremely unsafe for operative 
work as it is naturally subject to 
contamination after you receive and 
before you use it. 

The water you use for dissolving the 
tablets should be distilled when you 
prepare the individual solution for 
each case. 


The Staco Hygienic Still 


provides the means for preparing 
distilled water for this purpose. 

It is constructed entirely of Pyrex 
glass. No rubber or metal connections 
come into contact with the vapors in 
the process of distillation. 





You need have no fear of the Pyrex 
glass cracking from overheating, even 
after the water has boiled away. 

The Staco Hygienic Still insure 
safety, purity, reliability, speed and 
economy. 

Why not install the safe, depend- 
able method? 

Dentist’s Model 250cc, (8 02) 
capacity. 

Complete as illustration with 12 
feet of laboratory tubing. 

Price Post Prepaid $15.00 


From your dealer or 


STAIGER & COMPANY 


147-149 East 86th Street 
NEW YORK CITY 


Write for interesting pamphlet on chemically pure water for 
scientific purposes. 
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A Health Safeguard as well as a 
Dentist’s Aid. 


odiphen 


“First Aid for the Family” 


The dentist can render a valuable service to his patients by recom- 
mending a safeguard against dangerous contagions which enter through 
the mouth and throat. And right now Influenza, Sore Throat, Tonsil- 
itis and other ailments are widespread. 

The dentist knows that Sodiphene is not only an Antiseptic but also 
a healing, soothing Germicide which safeguards against many con- 
tagions and proves an efficient remedy. The many uses of Sodiphene in 
the dental office have established a confidence for this dependable 
germicide. 








A liberal pfofessional package will 
be sent upon request. Address— 


THE SODIPHENE COMPANY 
928 Central Street Kansas City, Missouri. 




















THE KAYLE ATTACHMENT FOR CLASPS 


Patented Feb, 
28, 1922. Other 
tents pend- 
- Protected 
in foreign coun- 
tries. 





The attachment can be used on any clasp. Teeth can be ground close to 
them. They hold their position on denture when remoyed and replaced 
in mouth. Send for booklet describing use and prices 


KAYLE NESBETT 
Cast Clasp Bridge 





Above cut shows a common condition for failure due _to severe angle of 
molar. This case was no exception when first made. It would not go in 
place. The use of only one Kayle placed on bicuspid half round wire 
clasp, allowed denture to be immediately seated without opening or alter- 
ing clasps as made. 


S i 2 F . ° 
Candle Building KAYLE CO., Inc. ”° 295 


Tel. 3350 Bryant 
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Immunity Steel 
IT ENDURES 


The Hu-Friedy Group: A set of 
Eight (8) Scalers for General Pro. | 
phylaxis:—Selected and Grouped | 
from several prominent sets of other | 
Scalers suggested by Oral Hygien- 
ists as 


A SET OF A FEW SCALERS FOR 
UNIVERSAL USE 
Price per set $12.00 with De Luxe Box 
Immunity Steel—Rust and Acidproof | 
is used in the manufacture of these 


Scalers. Will send for 10-Day In- 
spection direct or thru your dealer. 


Request our Catalogue 


The Hugo Friedman Mfg. Company 
3660 Milwaukee Ave. 


Chicago, IIl. 
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You know how precious 
saliva is— 


4 Forms 

(1) Oleoseptine (Liquid.) 

(2) Oleoseptine Tooth 
Paste. 

(3) Oleoseptine Emetized 
Tooth Paste. 

(4) Oleeseptine Tooth 
Powder. 


CRRRUNCH RR RNR 


how vital that its secretion be uninterrupted. 


Yet, some other antiseptics actually inhibit the salivary# 
flow and even have a tendency to destroy the enzyme 


ptyalin—the constituent of saliva that aids in the diges 
tive process. 


OLEOSETINE 


—on the contrary—stimulates the salivary flow where the 
supply secreted is subnormal—thereby insuring adequate 
saliva to produce and maintain natural asepsis. 
And oe is neutral in its action upon the ptyalin. 
That is what we say Oleoseptine is unlike any other 
antiseptic—why the dentist who prescribes it works with 
Nature. 

Samples of this interesting preparation free upon request. 

THE FOSTER LABORATORY 


95 Roseville Avenue 


Newark, N. J. 
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- Salter’s Pure Silk Waxed 
“Tape” Dental Floss 


For Prophylactic and Pyorrhea Work 


All Tape Dental Flosses 
made in five standard 
widths. 


Style No. 304—as illus- 
trated, contains one- 
ounce Waxed Tape in 
Dome. 


Style No. 306—same as 

above, also put up with- 

out the Dome, Wrapped 
. in Waxed Paper. 


Style No. 302—Put up in 
4 Ounce Glass Vials. 


Style No. 300—Put up in 
zs Ounce Glass Vials. 


Because of convenience in size Styles No. 300 and No. 302 
are recommended for Patient’s use. 





THE DENTISTS FAVORITE 


Style No. 226—illustrated contains 150 
yards of perfect Round Dental Floss, 
Uniform in Size and Waxing. Has metal 
Cap, with Outlet and Cut-off. An air 
-tight container, which keeps the floss 
clean and sterile. 


Sample Card of Sizes, and Illustrated 
Catalogue, showing our different styles 
of put-up, will be furnished on request. 





Manufactured by 


BELDING BROS. & COMPANY 
Chicago, IIl. Boston, Mass. 
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Clark Unit Pedestal 
For the established practitioner the Clark Unit reflects progress and creates | 
prestige. —s 
For the practitioner just starting out, lacking the practical and experience, the | 
Clark Unit .will play a big part in his success Ea F 


Besides being distinctively individual the Clark Unit Pedestal is the only Unit 
that specializes on the incorporation of a Hot Air Syringe, Examination and 
Antrum Lamps and the only Unit with a Water Syringe, a Water Filter, a sepa- 
rated Drinking Glass supply and an enclosed Saliva Ejector. 


Unified Equipment with the Utilities that promote efficiency leads to proficiency 
and with it the prestige and progress that will be yours. | 


A. C. CLARK & COMPANY 


1035 E. 76th St. CHICAGO, ILLINOIS 
SANTIS NE NE ARRON ene NNT 
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Pat. Jan. 24, 1923. 


Isn’t this Simple? 


When you use a Metsanovo, there will be no need of ever being 
without your syringe. In case of barrel breakage, you need only 
slip a new Metsanovo Barrel into place, and your syringe will 
be in perfect working order again. The Metsanovo Syringe is 
interchangeable—this is but one feature. 
Write for Booklet 
Metsan Dental Mfg. Co., 211-A E. 62nd St., New York City 
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>reates Jodo-Formagen arrests pain quickly and it will dry up the secre- 
tions—assist in granulation—and permanently heal. 
xe, the | It will quiet hyper-sensitive dentine, allowing the performance 
_ of painless operations. 
r Unit | If you are not already a user of Jodo-Formagen-Cement, order 
ee a regular box from your dealer or direct from us. We know you 
“sepa- will be surprised and delighted with its effective qualities, as are 


thousands of other dentists. 
Regular size package, $2.00. Double size package, $3.00. Im- 
ported package, $2.50. 
Literature on Request 
GUSTAV SCHARMANN, 1181 Broadway, New York City 


“ency 
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It would have 


been easier to 
design more 
complicated 
mechanism 


Somebody once said that it 
took longer to write a short 
letter than a long one. By 
the same token, it took 
longer and required more 
scientific designing to pro- 
duce the Thwaites—an 
X-Ray machine free from 
complicated construction, 
than it would have required 
to develop a more compli- 
cated machine. 

But you, the user, would 
otherwise have been de- 
prived of the infinite satis- 
faction that simply designed 
apparatus gives you. 

The Thwaites is as simple as 
a camera to operate—you 
just press the lever. 

But perhaps the main fea- 
ture of interest to you is 
that the Thwaites is abso- 
lutely safe—for everything is 
enclosed. 

Thwaites X-Ray Company, 
Grand Rapids, Michigan. 


—__THWAITES 
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It’s on 


The Frame ee Tooth 
Brush attach to the 


Water Faucet. 
Showing its position 
when in operation. 
The power of water 
rotates the brush on 
end of flexible shaft. 
It Reverses 
Rotating upward on 
lower and‘ downward 
on upper teeth. 

A Real Cleaner. 
Sosimple a child can 
useit— They love it. 
To try it is to ap- 
prove. 

We want your ap- 
proval after a trial. 


The Dentist’s Ideal. 














A.RUBBER GUM MASSAGE 
The GUM MASSAGE attachment is made of soft rubber and operates 
in same position as the brush. It is wonderful for stimulating the gums. 


The complete outfit consisting of one motor, three sizes of faucet wash- 
ers, one brush and one celluloid guard, will retail for $5.00. Extra brushes, 
25 cts; guard, 25cts; gum massage 50 cts. 


‘If you wish to try one let us know. Special price to members of the 
profession $3.50. 


We will ship one C. O. D. with positive understanding you may return 
same if not satisfactory. 


You will want one for your own home. 
Local Agents Wanted. Sold under Money Back Guarantee 


FRAME PRODUCTS CORPORATION 
280 Madison Ave. New York City, N. Y. 
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Let us show you a 
bigger picture of the 
Lincabinet that is 
given free with $50 
worth of Lincrowns. 
Send your card or 
postal for details and 
a bigger picture. 









Lincrowns are those handy, 
ready-made gold crowns that 
so many dentists everywhere 
are using and have been using 
in increasing quantity for sev- 
eral years. 

Order through your dealer. 


We will give you a Lincrometer 
free also. 

Order Lincrowns in assort- 
ments: 

Assortment No. 1, $28.20 (6 
molars, 6 Bicuspids, 12 An- 
teriors). 

Assortment No. 24, $31.30 (12 
Upper and Lower Molars, 12 
Upper and Lower Bicuspids.) 
“Link up with Lincrowns— 
Worth more than their weight 
in gold.” 


















Lincotn Dentat Mra. Co. 
1600 Chestnut St. 
PHILADELPHIA, PA. 





Have you our 
Lincrown 
Booklet? It 
tells all about 
Lincrowns 
and it’s free. 
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There is only one kind of ye 
investment to use in order 
to benefit the most by the 


Knapp method—and that’s 
Knapp Investment! 


Some other investments 
may work; but Knapp 
Investment is certain to 
give results. 


Price No. 1 or No. 2—$1.00 per can. 


M. F. Patterson Dental 
Supply Co. 


406 Sixth Ave. So., Minneapolis, Mino. 
Mail this ad for a copy of 
Dr. Knapp’s booklet. 








The powder that 
polishes as it cleans | 


It is harmless, contains 
no acid and will not 
scratch. What do you use 
for cleaning and polish- 
ing teeth, plates, crowns 
and instruments? 

growing number of den- 
tists are using “‘Dentists 
Friend” for the purpose. 













The Gilcrest Com- a 
pany, 2052 Market 
St., San. Francisco, 
California. Price 
75c. Order through 
your dealer—or di- 
rect on receipt of 
price. Pin this to 
your card or send a 
postal fora FREE 
sample. 
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"_lJust around the corner— 


tion of patients follows and his 


is a successful dentist. The very 
success is assured. 


atmosphere of his office and sur- 
roundings breathes success. A suc- You can visualize as well as he, the 
cess, built on his knowledge of power of human advertising. Build 
people, and their inherent fear of for yourself a successful practice on 
pain. this theory and lay aside for old age, 
He gives his patients what they de- the competance you have been 
mand. Skillful operating without dreaming about. 

fear of being hurt. As his reputation 

grows—his fees increase. The selec-: Somnoform Did It. 


It has helped many successful den- 
| tists, to materially increase their 
ental a practice. A statement verified by 
| | rng the testimony of hundreds of letters 

which we receive. 


Dentists from all over the Country 
write us citing concrete cases where 
SOMNOFORM  has_ monetarily 
benefitted their practice. 


_ to 


per can, 


lis, Mino. 


Don’t Envy Their 
Prosperity. 


Be like them. Realize right now 
that SOMNOFORM will enable you 
to operate without hurting your 
patients, and if you do not hurt 
them, they will come back and bring 
others with them. 

Let SOMNOFORM bring you more 
patients. 


SOMNOFORM will be a great little 
practice builder for you if you will 
let folks know you have it. 





STRATFORD - COOKSON Send me your Reprint and Technic Chart 
COMPANY gratis. 


42nd and Ludlow Streets Name .... 


Bice: [ealer 
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Their Quality Shows in the 
Work they do 


Green Diamond Points, Stones, Stumps and 
Disks are of a quality previously unknown in 
this class of abrasives. During the past year 
more of these have been sold than any other 
make. 
The price is purposely made low so that no 
‘dentist need deprive himself of a complete 
supply. 
We show assortment No. 96 which consists of 
66 points for No. 7 H. P. and 30 points for 
No. 2 R. A.—a total of 8 dozen. Each point 
in this assortment has been designed for some 
particular work and will accomplish that work 
better than any other shape. 


GREEN DIAMOND 


POINTS STONES STUMPS DISKS 


Your Dealer or Direct. 


A. P. DE SANNO & SON 
1615-23 MCKEAN STREET, PHILADELPHIA, U.S.A. 
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Jelenko Cast Cla sp 6 
me 











Accuracy and Strength 


When casting removable 
bridges embodying the mesio- 
distal type of clasp, a strong 
gold is necessary. 

Jelenko No. 6 Cast Clasp 
(gold color) casts accurately 
and possesses the strength and 


resiliency necessary to give a 
greater degree of perfection in 
bridgework of this nature. 


For sale by leading dental depots. 
Per dwt. $1.65 


JE JELENKO & © 


136 West 52nd. St. New York, USA. 











| 
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Sedavol For Post-Operative Pain 


SEDAVOL represents the ideal and accepted formula 
for controlling post-operative and other types of dental 
pain. It is the only and original ammonium salicylate 
combination of this nature. 


It not only controls pain quickly and safely,—it does 
more, it relieves nervous tension, conserves nervous 
energy. Just as the ammonium action in smelling 
salts or aromatic spirits of ammonia revives and 
refreshes, so the ammonium radical in SEDAVOL 
gives that mild, invigorating stimulation which is 
characteristic of this product alone. 

A FREE professional package of SEDAVOL with com- 


plete literature will be sent on request. Simply clip this 
ad and send in with your professional card to 


DENTAL PHARMACEUTICAL COMPANY 
HOLTON, KANSAS 











MEDIUM 





Jelenko’ sue Lingua Bars 


\( KB 


Comfort to the patient and ease of 
application have made Jelenko’s 
Ready Made Lingual Bars the 
choice of progressive dentists and 
laboratories. 


Jelenko’s Lingual Bars are made 
with so thorough an understanding 
of their use that adjustments are . 
rarely needed. They fit most cases 
instantly. 





Prices 


18 kt. Cased Gold (1/5 part 18 kt. gold) 
Long, Medium, Short $1.50 each 
$15.00 dozen 


16 kt. Solid Gold 
Long, $2.50 Medium, $2.25 Short, $2.00 


16 kt. Extra Heavy Solid Gold 
Long, $2.75 Medium, $2.50 Short, $2.25 


18 kt. Solid Gold 
Long, $4.00 Medium, $3.75 Short, $3.50 


Better dealers sell-and recommend. them. 


JE JELENKO & C 


136 West 52nd. St. New York.USA. 
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} You want a 


| “muscular broach” 


here’s one! 


What word so aptly describes ff 
a good broach as “muscular” — 
—strong and supple, with a § 
well developed capacity for 
gripping. 

The ASKO’S tenacious grip 
is one of the peculiarities of 
this broach. This is true 
because the hooks—see that 
bend in the barbs—are exclu- 
sively ASKO features. 


Samples free—send your card 
or postal. 


A. S. KOCH & SONS 
Lancaster, Pa. 


Trade Mark 


= “Ae 


Registered 























BURL EW DISCS 
for Olishing 
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Burlew High Lustre 
Polishers —- the new 
way to polish. 

These little rubber 


discs contain all the 
necessary polishing in- 
gredients. Just put one 
on your mandrel and 
you are ready. No spat- 
tering, no mess. 


Give a beautiful, lus- 
trous polish to teeth, 
silicate fillings, gold in- 
lays, synthetic porce- 
lain and amalgam. 


elCexehanlane) 
| $1.00 a box of 25 


S Wheel shaped only. 


Your dealer has them. 









Burlew Cleaning Discs - the 
clean way to clean teeth clean. 


Intended for all prophylactic ,# 
work, but to appreciate their / “a 
true value watch them re- 4 
move green stains and 
tartar from teeth and 
filings without use of 

pumice or chemicals. 

All the cleaning ma- 

terials are in the 

discs. Hence no 

spattering. 





Four Assortments 
$1.00 each 

30 Wheel shape 
discs 

25 Cone shape discs 

20 Cup shape discs 

25 Assorted cup, cone 
and wheel shapes 


Your dealer has them, too. 





FF IE JELENKO & @ 


136 West 52nd. St. New York.USA. 
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In 


the days of 
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(Egyptian hieratic characters containing three dental prescriptions) 





The above prescription was a remedy prescribed 
“against the throbbing of the bennut blister in 
the teeth’’ composed of cow’s milk, fresh dates, 
and Uah corn “to be left standing and then masti- 
cated nine times”’ 


They meant well— 
.-» so does the Doctor 


who still uses the lifeless pink rubber dentures 
for he has not yet used 


GUM LYKE 


But he eventually will—for GUM LYKE is the 
dental rubber of which it is said that it 


‘‘Looks as if it would bleed if it were cut’’ 
A perfect reproduction of the human gum 
exact in its color even showing the delicate 
tracery of the blood vessels. 


At all dealers, $2.50 the quarter pound. 


A sample free 


for the asking Long Island City, N. Y. 


sil 













































Industrial Rubber Corporation 
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if Dental Colleges are putting 
is sterilizer on the “required” list. 


you have ever grown im tient waiting for a steril- 
to “heat up” you appreciate the Flaherty 

Ny on Metal 8 

In oon equipment, oan efficiency. do not 

often go hand in hand. Flaherty, the The 

papain ny 2 to 4 sehenitas is woe 

be kept running all day at tiny cost‘ 

i aflods absolute sterilization in from 5 to 10 



























De! ntl Colleges are onetion the 
herty sterilizer on the “‘re- 
wired list’—some of them for 
he fourth successive year—be- 
sit offers the one simple means 
{ maintaining a perfect surgical asepsis in root- 
nal operations. — If the Flaherty takes care of their 
squirementsit will takecare of yours equally well. 
low It Works. To sterilize any root-canal instru- 
nent, cotton-wound broach or absorbent point bay 
nto molten metal. Research Institute ND 
ud other tests prove efficiency. 


"ice $10.00. Specify Alcohol or Gas Burner 
Order from your dealer or — 
n Flaherty Mfg. Co. 
West Bend, Wisconsin 















































"Something over two years ago you 
rebuilt for me a contra angle for 
Doriot H. P. I never had —- 
last so well. 
That is typical of the sort of 
comments we receive from dentists 
who use our handpiece rebuilding 
service. 

We started re-building hand- 
mrp in 1910 so we have accumu- 


Send for addressed ted a bit of experience, therefore 


mailing box. it isn’t surprising that dentists are 
Gro. A. Terry Mra. enthusiastic about the service ‘we 
Co., Inc., 356 South ve 
Elmwood Ave., Buff- give. 
alo, N. Y. Establish- “ORIGINAL”? 


ed 1910—growing 


- ever since. Parts in 
stock for all standard 
handpieces also Con- 
solidated. 


—BUFFALO— 
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YAu-Sol-Dent., 


dissolves mucin 








A Knave or a Fool 


will offer you a 


pyorrhea Remedy or Cure 


Inritants, overhanging fillings, faulty 
contact points, badly fitted crowns, 
tartar and traumatic occlusion—these 
are the things, recognized by all in- 
telligent pyorrhea students and prac- 
titioners as marking the beginning of 
degenerative changes in the supporting 
tooth tissues. 

Obviously, no dentifrice or medicine 
of any kind can either remove these 
causes or cure the resultant malady. 
Successful Pyorrhea men_ therefore 
remove the irritations and dead tissue 
by mechanical means. In addition, 
they now finish the job by prescribing 
Mu-Sol-Dent. So far from basing 
their action on any theory or claims 
advanced by us, these men prescribe 
Mu-Sol-Dent because they have sub- 
mitted it to the most severe clinical 
tests and found that it 

1. Keeps the denuded tooth necks Free 

from irritating mucin plaques. 


2. Effectively inhibits tartar formation. 
3. Has definite healing properties 
which keep the gums and tender 
tissue in a pink healthy condition. 
Technically, Mu-Sol-Dent is merely 
&@ mucin solvent—albeit the first and 
only safe, efficient mucin solvent yet 
discovered. But by virtue of this 
single property—claimed by many but 
possessed by no other dentifrice—it 
fulfills the highest aim of any denti- 
frice. viz.,—to clean teeth thoroughly, 
not only the visible surfaces but the 
hidden and hard-to-reach places; to 
prevent tartar formation; and to give 
sore tender tissue the best chance to 
heal and keep healthy. 
But we don’t ask you to take our word 
for anything—you can easily prove 
any claim made for Mu-Sol-Dent by 
sending for a free sample bottle and 
testing it for yourself. The coup 
below ts for your convenience. 





Pittsburgh, Pa. 


discovery. 


Name 


30-DAY BOTTLE FREE! 


V. B. Corporation, Box C, Uptown Sta., 


Please send me large bottle of Mu-Sol-Dent 
for test, and send monogram on the 
ing and therapeutic properties of this new 


Discovered 


Mellon Institute 


clean- 








Address 








O-A 








(Please attach professional card) 

















ORAT HYGIENE 











nation, 
perties 
tender 
dition. 
nerely 
it and 
nt yet 
f this 
Ly but 
ce—it 
denti- 
ighly, 
it the 
2s; to 
) give 
ce to 


word 
prove 
it by 
and 


upon 





ORAL HYGIENE 








| ; 
Forhan’s 
FOR THE GUMS 
cAn Aid, Not A Substitute 


Naturally, we have great faith in the efficacy of 
Forhan’s For the Gums as a daily aid to the dentist 
in the treatment of Pyorrhetic conditions. 


But good as Forhan’s For the Gums has proved to be, 
it cannot replace the services of a dentist. 


That’s why we advise the public, in our advertising, 
wherever possible, to go to the dentist for tooth and 
gum inspection. 


We do this for no other reason than because it is the 
best advice that anyone can give. 


Pyorrhea is too strong and menacing a public foe for 
one agency to handle single-handed. 


We believe, moreover, that the public must be edu- 
cated in oral hygiene if Pyorrhea is to be intelligently 
fought, and it is to this end that our advertising is 
written. 





Forhan’s Pyorrhea Astringent is compounded to the for- 
mula of Dr. R. J. Forhan, and sold only to dentists to 
insure its restriction to professional use. 





Formula R. J. Forhan, D. D. S. 


Forhan Company 
New York, N.Y. 


FORHAN’S, LTD. 
MONTREAL 
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u-Sol-Dent. 


dissolves mucin 
































7 A Knave or a Fool 
will offer you a 
pyorrhea Remedy or Cure 


Irritants, overhanging fillings, faulty 2. Effectively inhibits tartar formation. 
contact points, badly fit crowns, $%. Has definite healing properties 
tartar and traumatic occlusion—these which keep the gums and tender 
are the things, recognized by all in- tissue in a pink healthy condition. 
telligent pyorrhea students and prac- Technically, Mu-Sol-Dent is merely 
titioners as marking the beginning of 4 mucin solvent—albeit the first and 
degenerative changes in the supporting only safe, efficient mucin solvent yet 


tooth tissues. discovered. But by virtue of this 
Obviously, no dentifrice or medicine single property—claimed by many but 
of any kind can either remove these by no other dentifrice—it 


causes or cure the resultant malady. fulfills the highest aim of any denti- 
Successful Pyorrhea men therefore  frice. viz.,—to clean teeth thoroughly, 
remove the irritations and dead tissue not only the visible surfaces but the 
by ‘mechanical means. In addition, hidden and hard-to-reach places; to 
they now finish the job by prescribing _ prevent tartar formation; and to give 
Mu-Sol-Dent. So far from basing sore tender tissue the best chance to 
their action on any theory or claims _ heal and keep healthy. 

advanced by us, these men prescribe Byt we don’t ask you to take our word 
Mu-Sol-Dent because they have sub- for anything—you can easily prove 
mitted it to the most severe clinical any claim made for Mu-Sol-Dent by 


tests and found that it sending for a free sample bottle and 
1. Keeps the denuded tooth necks Free testing it for yourself. The coupon 
from irritating mucin plaques. below is for your convenience. a 





30-DAY BOTTLE FREE! 


V. B. Corporation, Box C, Uptown Sta., Discovered | 

Pittsburgh, Pa. “earls 
Please send me large bottle of Mu-Sol-Dent 
for test, and send monogram on the clean- 
ing and therapeutic properties of this new 
discovery. 









Name 









Addre 















O0-A_ (Please attach professional card) 
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’ 
Forhan’s 
FOR THE GUMS 
eAn Aid, Not A Substitute 


Naturally, we have great faith in the efficacy of 
Forhan’s For the Gums as a daily aid to the dentist 
in the treatment of Pyorrhetic conditions. 


But good as Forhan’s For the Gums has proved to be, 
it cannot replace the services of a dentist. 


That’s why we advise the public, in our advertising, 
wherever possible, to go to the dentist for tooth and 
gum inspection. 


We do this for no other reason than because it is the 
best advice that anyone can give. 


Pyorrhea is too strong and menacing a public foe for 
one agency to handle single-handed. 


We believe, moreover, that the public must be edu- 
cated in oral hygiene if Pyorrhea is to be intelligently 
fought, and it is to this end that our advertising is 
written. 





Forhan’s Pyorrhea Astringent is compounded to the for- 
mula of Dr. R. J. Forhan, and sold only to dentists to 
insure its restriction to professional use. 





Formula R. J. Forhan, D. D. S. 


Forhan Company 
New York, N.Y. 


FORHAN’S, LTD. 
MONTREAL 
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Never Before 


Has there been a preparation put up like 


DENTISEPTOL 


For the treatment of Gingivitis and Pyorrhea in the concentrated 
form to be prescribed only by the profession in 5% solutions for 
the patient to use at home. 

Containing such drugs as Phenol, thymol, phenolsulphonate of 
zinc, formalin, iodine, salicylic acid, camphor, chloroform, com- 
bined with a vehicle that really penetrates the tissue. 

Formula of Prof. Robert L. Crowe University of Tennessee College 
of Dentistry, Medicine and Pharmacy. 


Write for the sample bottle. 


Two sizes. 
1 Ounce $2.00 Have your druggist order pint 
1 Pint 15.00 bottles through his jobber for your 


CHEMICAL PRODUCTS CO., INCORPORATED 


prescriptions and office supply. 
Order direct, through your depot or druggist. 
Distributed by the 


MEMPHIS, TENN. 


























Dr. Riddle’s Universal Dental 


Matrix Retainer 


Patented 
Dec. 19, 
1916 





For Dentists 

of Precision 

5 seconds to apply band. 
A few turns of the top 
screw and the tough and 
plastic curved band(1-2500 
in. thick) embraces the 
tooth closely and perfect 
ly. Especially adapted for 
for step cavities, amalgam 
restorations and gold in- 
lay work. Will last a life- 
time. 

Used by leading dentists in 


. S., Canada, Europe, and 
the Antipodes. 


$3.00 with 12 bands. [Extra bands 
25e dozen. Your dealer or direct 


Riddle & Wise, Manufacturers 


St. Francisville, Louisiana 
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F your office conditions and your practice indi- 
cate new equipment, you are paying for it 
whether you buy or not. 


: We offer you the best in utility, finish and general 

f efficiency with a guarantee of high quality at prices. 

and terms so attractive as to command your favorable 
consideration. 


Why not write us for booklets and prices and consult 
a Harvard dealer without obligation on your part. 
Be sure to get information as to Harvard product 
from a Harvard dealer or from us direct. 


THE HARVARD COMPANY, 








— CANTON, OHIO. 
abe Established 1877. 
al 








HARVARD 
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No vital tooth should be filled 
without lining. 


More pulps have been destroyed from lack of lining than from any other 
one cause. 


For years we have advocated the lining of tooth cavities, and now it is pretty 
generally admitted to be the correct principle. 


Gilbert’s Non-Conductive Tooth Lining 


was the first and only one on the market for years. It has established a name 
for itself as a saver of pulps. There are some who continue to fill teeth 
without lining, and patients wonder why their teeth are sensitive after filling. ] 
Gilbert’s Linkag is insoluble by the fluids of the mouth. It protects the tooth 

against shock from thermal change, giving the patient a tooth that is com- 

fortable after it is filled. The poe dg this lining gives the patient means a { 
better reputation for the Dentist. 






















Price per package - -  .75 
Trial size - - - - + .35 ( 
If your dealer does not have it in stock, we will mail it on receipt of price. 


1627 Columbia Avenue, 
Philadelphia, Pa., U.S. A. 














MU-COL 


Instantly Soluble Antiseptic Powder. 





For rapid cleansing and healing. 


Invaluable after extraction. 





Cultivate its use for Gingivitis, Pyorrhea, Bleeding Gums, 
Loose and Sensitive Teeth, Pus, Fetid Breath, Neutraliz- 
ing Mouth Acids and maintaining healthy condition of Oral Cavity. 


Sold at all First Class Druggists in three sizes. 
35¢c 60c $1.20 


Samples cheerfiilly mailed on request. 


THE MU-COL CO., Inc., Tupper and Edwin Place., Buffalo, N.Y. A 7 
Please send free samples. 
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The Medical Protective Co., 
Fort Wayne, Indiana. 


Gentlemen: 


Your vigorous action in this case has merited an 
earlier acknowledgement. 


I have had occasion recently to compare your 
methods and in view of the SERVICE RENDERED 
BY THE MEDICAL PROTECTIVE COMPANY 
I HAVE PERSONALLY ADVISED SOME 
HUNDRED AND FIFTY OF MY ACQUAINT- 
ANCES TO CARRY ALL THEIR GUNS WITH 
THE MEDICAL PROTECTIVE, which seems to 
me to be a big established professional organization 
which devotes all its time to obtaining maximum 
results with minimum annoyance to the Doctor, 
and which does not quibble and is willing to go to 
the limit. 


This was my first experience of this nature in a 
practice dating from 1898 and I don’t expect an- 
other soon, BUT THE SATISFACTION OF PRO- 
TECTION IS HARD TO ESTIMATE WHEN IT 
DOES COME AND THE SATISFACTION OF 
ABLE VINDICATION IS EVEN GREATER. 


Very sincerely, with best wishes. 


For Medical Protective 
Service 
Have a Medical Protective 
Contract 


The Medical Protective Company 


of Fort Wayne, Indiana. 
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“Notice That Thermometer!” 


This means that you know at what temperature 
your Molds are being dried out. 


Many good clinicians have told you what tem- 
perature to use; but we have gone one step further 
by providing you with an Oven that is easily heated, 
under perfect control, with an accurate thermometer 
attached; and one that will accurately carry out 
ANY TECHNIQUE THE SAME EVERY TIME. 


“THAT’S STANDARDIZATION!” 
One dentist says: ““Have been using a Dixie Oven 
one year; haven’t had a failure; it has saved me 
hundreds of dollars in time, and my Inlays were so 
much better, that I just had to charge a little more 
for them.” 
DIXIE OVENS are heated by Gas, Gasoline, Prest-O-Lite, etc. 
PRICE $13.50 
(Including thermometer) 
At Your Dealer’s or Direct 
(Literature if desired) 

DIXIE DENTAL MFG. CO. 

Brown-Marx Building 







































































The Reynolds Rib-Anchor Attachment 


is a combination pin and anchor platefor use with removable porcelain f . _ This makes 
it unpecessary to carry a stock of various sizes of backings. To prepare the backing you 
eo a slot in a piece of 30 gauge sheet metal, large enough to receive the rib of the 
attachment. This is easily done with a rubber earborundum separating disc. The sheets 
are then trimmed to any size or shape that occasion demands. The two are then fastened 
together with sticky wax, (they become soldered together when the bridge is soldered). 

We manufacture a Backing Plate which with the Rib-Anchor Attachment makes a complete 
backing in two = both die-cut and fit together so perfectly that no wax is required to 












hold them together , 
Rib-An _ At P Backing Plates (Platine) per dozen. . tes 00 

per doz ' ehemmemnanattee punt 2.00 Backing Plates (Gold) each Large 65 
Rib-Anchor Attachments (Gold) dcz. $4.00 Medium....... 60c, Small....... 

BACKING PLATES 
MALL 
Write for samples. Order direct. LARGE arenenianey W 
Discount to dealers. 
LOD 





Western Metal Co. 
Bloomington, II. 
















EXACT SIZE 
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Diagnosis! 


Are You Interested? 









Of course you 
are! But did 
you ever 
think how 
impossible it 
is to make a 
real diagnosis 
‘without the 
aid of the 
X-Ray? 
{And do you 
know _ that 
you can in- 
stallamodern 
Coolidge 
Tube equip- 
X-Ray 
Unit, guaranteed by Wappler with ‘‘Over 
Twenty-Five Years of Satisfied Users” 
for operation on alternating current for 
a first payment of only $35., or on direct 
current for a first payment of $42.50? 








etc. 































Do not be without an X-Ray equipment 
a minute longer than you have to. Write 
your name and address on the margin of 
this page, tear it out, mail it to us now, 
today, and let us tell you about the 
Wappler Junior Dental X-Ray Unit. 












The Wappler Junior is sold by our 
nation ‘wide organization of exclusive 
agents,—or it can be purchased 
through your local dental supply 
dealer. 









WAPPLER ELECTRIC COMPANY, Inc. 


LONG ISLAND CITY N. Y., U.S.A. 
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Dry Facts 

ona Wet 
Subject 

Williams’ Subma- 


rine Alloy is in a 
class by itself. 

It is doing the 
work well that other 
ed are unable to 

O. 


In cavities under 
the gingival margins, 
in all buccal cavities, 
in six and twelve 
year molars, in wis- 
dom teeth, soft teeth 
and deciduous teeth, 
Williams’ Subma- 
rine Alloy is a real 
tooth saver. 


It contains no 
Zinc—has little con- 
ductivity. 


AND 


It works, and 
saves teeth when the 
cavity is not dry, 
since it is genuinely 
SUBMARINE. 
From your dealer. 
Manufactured by 
King’s Specialty Co. 
Fort Wayne, Ind. 





THREE 
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GOOD 


reasons 
for using 


GIBB’S 


Nuremedy 


The Ideal Analgesic 
for Post-Operative 
Pain. 


1. Quicker 
2. Surer 
3. Safer 


Contains no acetanilid, opiates or 
habit forming drugs. 


Sold by Dental Dealers 
or Direct 
100 tablets i , $ .75 
a : : 2.9 
1000 —”’ . j 4,75 
Central 
Laboratories Co. 
4210-Olive 


St. Louis, U.S. A. 
WRITE FOR SAMPLES 
ed 
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[PRUE THELLS 


and Tut-Ankh-Amen! 


Still have many things in common. 
Elegant, Efficient, Everlasting. 


Our instrument Sterilizer is a com- 
position casting made in one piece. 


No Seams! 
No Solder! 
No Trouble! 


Write for Catalogue H 


PROMETHEUS ELECTRIC CORP. 
356 West 13th Street, New York City © 




















California Exams 


California does not reciprocate or interchange licenses with other 
states. At the same time, the California State Board Examiners 
have often said that they welcome conscientious, capable men. 
Perhaps more than anyone else, the Examiners realize that the 
dental profession in California has not kept pace with the census. 


And how you can help 
yourself to pass them 





B Ps,» -97 It was to assist the incoming dentist to 
tT. McNeil. DDS. avail himself of these opportunities, quickly 
. Peisch, D.D.S. and easily, that the California Dental Quiz 


- Riethmuller, and Post-Graduate Course was organized. 
> 6) . 2 Your card or a postal will bring detailed 
‘Stookey, A.M.,Ph.D. information as to its purpose and the way 
a Van ED in which it was conducted. Opening session 
. G. pn, A.B., M.D. : 

“R. Webb, A.B., M.D. April 23, 1923. 


A. HALDEN JONES, A. M., M. D., 
292 Bradbury Building, LOS ANGELES, CALIFORNIA 
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What Is the Meaning of 
“No Make Overs’? 


How often have you taken an impression 
and found it does not fit? Then you must 
“Make Over’—Your time wasted and your 
patient annoyed. Send fora free sample of 


Dr. Tepper’s Modeling Compound 


Exactly what the word implies. You model your 
compound at the first sitting, obtaining an exact 
photographic impression and ‘‘No Make Overs.” 


For Sale at all dealers. 50c the Half-Pound 


HEATLESS DENTAL WHEEL CO. 
Long Island City, N. Y. 
Makers of Heatless Dental Wheels 


PATENTS 


AT LAST, T.D.S. IMPROVED ATTACH- 
MENTS MAKE EVERY INTERNAL PART 
QUICKLY ACCESSIBLE WITHOUT MU- 


WORN  HANDPIECES 


EBUILT 


EQUAL FOR SERVICE 10 


TILATIONS. ALL PARTS ARE STAND- 


ARD. ASK ABOUT THEM. ANY NEW ONES. T.D.& 


IMPROVED FEATURES IN- 


REBULDERS CM DENTAL |. | STALLED IF DESIRED: Et 
WO ° TIMATES GIVEN ON EX 
4 YS SPECIALTIES " ff amINATION IF REQUIRED 
IF IT‘S ABOUT A 
HANDPIECE ASK TERRY'S 








PENDING 





3408 BEACON Ave. SEATTLE. WN. 








WANTED—Capable Mechanical Dentists 


The demand is greater than the supply for REAL mechanical den- 
tists. The high standard of McCarrie instruction is evidenced by the 
success of its graduates. Individual expert instruction in every 
branch of prosthetics at reasonable terms. The largest and best 
equipped school. Send for free book 14. 


McCarrie School of Mechanical Dentistry, 34 and 36 W.Lake St., Chicago, Ill. 














LEARN MECHANICAL DENTISTRY 


Practical instruction—day or evening. Three to nine months’ course. No charge 
for equipment. Postgraduate course for Dentists and Practicing Dental Mechanics. 


Established over 30 years. Write Dept. 10-H for 36 page catalog. 
BODEE DENTAL INSTITUTE 


PHILADELPHIA BUFFA 


LO BROOKLYN 
1305 No. Broad St. 1226 Main St. 


15 Flatbush Ave. 





New YorK 
. 52nd St. 








Broken Appointments! 
How often colds and influenza follow 


a trip to the dentist. Pentz sterilisen 
destroy the cause of this type of infec 
tion in 30 seconds. _ mh 

Solid trays for heating water or inlay 
investments now available. Price $6.0 
The Santiseptic Co., Staten Island. N.!. 











ORAL HYGIENE 


fi 


| FOR THE 
Greatest Satis faction 
IN 


LINGUAL BARS 


USE STERN’S READY-MADE BARS 


NOTE 
THE 


FLATTENED 7 
ANTERIOR f 
SURFACE | 


THE STURDY SPLIT ENDS — tHey 
NEVER GIVE WAY YET ARE ADAPTABLE, 


Because: 


They are the stiffest bars made, thus 
supplying the most important function 
of a bar—that of holding the two parts 
of the plate in proper relative position. 

They fit with the least obstruction to 
the tongue, on account of their carefully 
designed shape and flat anterior surface. 

They are the choice of the largest den- 
tal laboratories, who know what stands 
up in large numbers of cases, and cannot 
afford ‘“‘ecome backs.” 

They cost no more than the inferior 


kind. 





LEARN 3 STERN 


I. Stern & Co. “ pe ey 
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Patent 
Pending 


13 to 1! Gear Ratio— 
speed and instantan- 
eous, continued pressure. 
Flask attached direct to 
hub. Gets “into the 
at once. 
Sturdy construction; will 
withstand hard use. 


Always ready. 


METCOM 


direct into plaster 


Sets in | to 


No contrac 


for clasps, 


bridges and aoe 
cual clastic, Baautifal 





for metal Master models. 
impressions. 
minutes. Records 
every detail in sharp, clear lines. 


on. 
PRICE—$1.00 a Ib., packed in 114 


and we cans. 
AST CLASP GOLD 
our own proven alloy. 19k. Recom- 
removable ¢ 
on-contratract- 
Very dense 
in color and 
re e 
Price $1.50 a dwt. 


If Your Dealer Can’t Supply You Order Direct. 


CASTING RESEARCH, INC. 
1482 Broadway, 


Cast Your Own 


. Inlays, Clasps, Removable Bridges 
and Small Partials with the 


Rotary 
Casting Device 


Casts **Cast-Porlain” 


as well as Gold. 


A perfect pattern must give a perfect 
casting with the Rotary. High gea 
ratio and flask at hub throw instap. 
taneous and sustained pressure on the metal at first 
turn of the handle. Metal is driven into every come 
of mould before cooling can begin. 

The Rotary uses centrifugal force. Has no leaky valves o 
connections to cause sluggish pressure. 

Clamp it to any table, desk or shelf. 


PRICE—$30.00 complete—5% dis- 
countif money accompanies order. 


CA-RE ELECTRIC FURNACE 
Will dissipate wax and moisture 
from a 2 inch flask in 10 minutes. 
Gives continuous uniform heat. 
Reaches 1100° 1150°F in 15 minutes. 
Simply invert flask in furnace. Wax 
will be eliminated, not burned out. 
This heater will stand hard usage. 
Works on 110 Volt current. Size: 
outside 4'!/in. x 3in. Dimension of 
urnace 2!/2in. by 2 in. 
PRICE—$22.00—5% discount of 
money accompanies order. 


Literature of all these Products on Request 


Poured 





New York, N. Y. 




















Safety 
Record 


Proved itself to be Most 
Durable and Most De- 
pendable on the Mar- 
ket Today. DESIGNED 
LATELY to Overcome 
Troubles of the Past. 





BOSTON INSTRUMENT 
MFG. CO., 








Dental 
Syringe 


PRICES: 


2CC, - $5.00 
3CC, - $5.50 


A TRIAL WILL 
CONVINCE 


See Your Dealer 















409 BROADWAY, 
SO. BOSTON, MASS. 
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Canning’s New Lingual Arch 


Adjustable for upper or lower. 


Superior for expansion. 
Forward and Lateral movement. 


Illustration shows Lingual Tube Wrench (5) for 
re-aligning Lingual Tubes. 


Also, Canning’s New Perfect Fitting Molar 
Clamp Bands, now ready. 


Arch and Bands non-corrosive. 
Full directions for use come with the arch. 


Ask Your Dealer or General Agents. 


The Dental Specialty Company 
1638 California St. Denver, Colo. 
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Flint’s Korect Ocluso Teeth 


have Short Bites and 
Long Ridge Laps 





Flint’s Korect Ocluso Teeth are the only 
teeth made in this type of mould allowing for 
a Short bite and a long ridge lap. 


Their shallow rounded cusps produce a sliding 
oclusion instead of the objectionable lock bite 
found in most artificial teeth. This renders 
it unnecessary for the dentist to do excessive 
grinding, and it also allows the patient a freer 
action in mastication. 

Flint’s Korect Ocluso Teeth in addition to 
these individual features are a match—more 
than a resemblance, to nature. The principle 
of their anchorage which ‘‘holds like a rivet’’ 
insures that these natural teeth will give long 
service and satisfaction. 





Ask your dealer or write direct. 


Phila. Pa: 


FLINT DENTAL? 
Frankford 5 


AF G.COMPANY 
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STEPHAN ANATOMICAL ARTICULATORS 


*“*A Crescent Product’’ 
Patented 











“LABIAL & BUCCAL” “LINGUAL” 


The simplest production of movements essential to a 
perfect articulating device. Allows free access to the 
lingual surface. Upper and lower sections may be 
connected or disconnected by slight pressure on the 
spring. Easily loosened or firmly set by the fingers 
without the aid of a wrench. Made in four models as 
shown. 


The Most 


Practical 
Articulators 





Model A—Price $1.50 Made 





Mode! C—Price $2.25 
Used by all the Leading 
Dental Laboratories 





A requirement 





— in many Colleges Crown and Bridge 
Model B—Price $2.00 Model D—Price $1.00 


Circular No. 20 showing enlarged views on request. 
From Your Dealer or Direct 


CRESCENT DENTAL MANUFACTURING CO. 


MANUFACTURERS OF CRESCENT BROACHES SINCE 1900 
2214-2218 South Sawyer Avenue CHICAGO, ILLINOIS 
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The k Rdkndyer 
Lamp 


The use of the Kromayer Lamp as a producer of 
Quartz Light Therapy in the dental profession is 
rapidly growing. 

- It is the highest producer of Ultra 
Violet Rays and its field of indica- 
tion covers pathological conditions 
of the mouth, especially that of 
pyorrhea. It is very valuable after 
extraction and reduces the post- 
operative pain. 

We have some very interesting 
literature on this subject which we 
will be pleased to send to you upon 
request for booklet “R”’. 


Hanovia Chemical & Mfg. Co. 


Newark, N. J. 
Branch Offices—New York, Chicago, San Francisco 










































h] A-NEEOLE It og Clear 
1 B-WASHER 
i i) C-NEEDLE HUB ~=You will have a needle that is clear—free 
| from clogging—not only the first time, but 
every time you use it—when you use 
METSAN ASEPTIC NEEDLES. 
The Metsan Aseptic Needle is so con- 
structed that the washer compresses na- 
turally in a position above the end of the 
needle avoiding any danger of clogging 
this end. The composition of this washer 
permits the formation of a hermetic seal, 
Qe preventing any leakage. 
Metsan Aseptic Needles are made in steel 
-o———————-_ and 30% iridio-platinum. In steel 75c per 
tube of 14 dozen, 25G. Specials and irid- 
ht 1922 io-platinum prices on request. 


Cop 
Metsan | ental Mfg. Co. 
Write for Booklet 


METSAN DENTAL MBG. CO. 
211-B E. 62nd St., New York City 























































on 





ORAL HYGIENE 











FACTS 


that read like fiction 











effective in operation, the new Dresch 
Attachment No.2 for crowns and inlays 
goes beyond the imagination. 


Little wonder the booklet which explains this 
new attachment reads like a story from the 
Arabian Nights. 


This new device is a distinct departure from 
the haphazard attachments of the past. It 
is surely destined to mark a new era in partial 
denture construction. 


The booklet that tells all about it is history in 
advance. for Dresch Attachments point to 
the dawn of a new day in partial work. 


Many dentists will be glad they sent for this 
free booklet. The coupon below is for your 
convenience. 


S: simple in design and application, so 


The Dresch Laboratories Company 


622 Madison Ave., Toledo, Ohio 























Kindly send me the booklet which tells all about 
Dresch Attachments, and how they overcome 
failure in partial work. 
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The Weber Standard Unit Model 


THIS popular model embraces only the most important utilities such as ENGINE, 
FOUNTAIN CUSPIDOR, DENTAL LIGHT, INSTRUMENT TABLE, BUNSEN 
BURNER, PIPES FOR AIR AND GAS. 

Price not including the Engine $190.00 Your « 
Any Electric Engine, either overhead or wall-bracket type, can be attached. 


A set of beautiful illustrations of other models which we make will be sent to you cheer- 
fully, without obligation on your part, if you will drop us a card. 


The Weber Dental Manufacturing Co., Canton, 0. 
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You Can 
Break 
Any Needle 


If you couldn’t, the needle wouldn’t be fine enough for 
its work. The constant user knows he must be very 
careful in handling them. But there is another place he 
can be careful—in the brand of needles he buys. 

The secret of ordering (it won't be a secret if we can, help 
it) is in specifying proper lengths and gauges and in 
asking by name for needles that will give best results. 
Minimizing pain is not a matter of gauge but rather care 
in pointing. Hypodent Needles are so carefully pointed 
that there is no difference in pain even when the larger 
gauges are used. Therefore, by using Hypodent Needles 
of a larger gauge you decrease the element of breakage 
to the vanishing point. 

Care and skill without stint go into the making of every 
Hypodent Needle. Each one is tested for breakage and 
inspected before being shipped. Hypodent Needles are 
made of French tubing, which is free from burs. This 
eliminates stoppage. 

While it is true that you can break any needle, those 
who standardize on Hypodent Needles seem to be 
trouble free. Discuss your needle troubles with us. We 
may both benefit by the discussion. 


DeSanno & Hoskins, Inc. 
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Your dealer will supply rmerws if orders are placed in sufficient quantities. 
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No. 121 Cabinet 


Price $225.00 


tention of all who see it. 


ments if desired. 


Two Rivers, Wis. 





= 


if A Cabinet of Distinction 


Round Corners 


This cabinet was de- 
signed by an artist 
and the round corner 
design was carried 
out even to rounding 
the drawer fronts and 
the marble base, giv- 
ing it an artistic and 
pleasing appearance. 


_ Metal Lined 
Medicine Closets 





Solid Oak or Ma- 
hogany Drawer 
Fronts 


The cabinet body also 
has solid Oak or Ma- 
hogany on all outside 
exposed parts and has 
a good finish. 


Verde Antique 
Marble Base 


greatly enhances the 
beauty of this cabinet. 


Glass Trays 


Sanitary white glass 
instrument trays 
used throughout. 


Glass Knobs 


On all drawers and 
oors. 


A distinctive design that will attract the favorable at- 


First class workmanship predominates throughout; the 
finish is put on by experts and is beautiful and lasting. 


You can combine our goods with chair, engine, unit, 
etc. and purchase all on one contract on easy pay- 


Write us for a more detatled description. 


The American Cabinet Co. 


— 
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At Last! 


a perfect cavity lining 


IVOLINE 


This is a new product you will 
like. 


It is worthy of a trial. 
Once used—no other will do. 


Protect all fillings during early 
stages of hardening. 


All dealers. 











J. W. Ivory Philadelphia, U. S. A. 






























Holding the Mirror 
Up to Nature 


Your patient would as soon have you use bright green 
rubber for the gum shade on his plate as to use a pink 
that was off color. 

Your plates must be as near Nature as possible—which 
means you must use a superior rubber. 


Eugene Doherty’s 
New Improved Pink Rubbers 


in light, medium light and deep shades, fully answer every 
possible requirement in the making of gum shades for plates. 
Not only do they make the most natural plates, but they 
are tough and durable to a remarkable degree. 


Eugene Doherty Rubber Works, Inc. 
110-112 Kent Avenue, Brooklyn, N. Y., U.S.A. 
Address all correspondence to Dept. B. 
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SPECIAL OFFER 


$449 assortment $395 = 


So confident are we that once you try Coes Dental Silks that 


you will continue to use them that we 


this special offer. 


The silk included in this offer. 


Champion Traction Cord 
Straightens teeth with gradual and painless 
pull. The knots in this remarkably twisted 
silk swell with the absorption of saliva over 
a period of many hours, resulting in ef- 
fective separation of the teeth for filling. 
Made in “O” (fine)—No. 1 and No. 2 
(medium) and No. 3 (coarse.) 


Champion Ribbon Floss 
For prophylactic work. Braided by our 
patented process that overcomes the split- 
ting or spreading, which reduces the efh- 
cacy of ribbon flosses having laid filaments 
of silk. Made in No. 14 (fine)—No. 21 
(medium) and No. 28 (wide.) 


st seititill 
itl HY i uu j 


RIBBON 


ONTAL I 6 


Champion Cutter Round Floss 
The standard of the eel rofession for 
over half a centu a (Sd-verd sizes 
in glass jars and Sales poe containers 
—vials, spools domes. 

$4.40 Assortment $3. 65 
1 ia 150- 

Cutter 1.40 

I ins Champic ion Traction Cord. @ 1.50 
Ser’ og whether you want 0, I, 


container Champion 


(State wh woe you want No. 
4,21 or 2 

Total sven bay tobe 

Special introductory price. ...... 


Gudebrod Bros. Silk Company 
603 Chestnut St., Philadelphia, Pa. 


$3.65 


Ncicaisha: fh Dent al Silks 





Gudebrod Bros. Silk Co., 
603 Chestnut St., Philadelphia, Pa. 


Please send me bye following $4.40 assortment of Champion Dental Silks at special intro- 


rice of $3.65: 


ductory 
one metal container No.... .Ri 


Cord an 


Name 


One _— jar Round Cutter Floss; one jar No 


Address.... 





Dealer’s Name 


Traction 
oss. 
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yard sizes 
-ontainers 


@ $1.4 
@ 1.50 


@ 1.50 


$4.40 
$3.65 
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Teeth immersed 


Four years in Pepsodent 


Pepsodent is mildly acid, to comply with modern 
requirements. That’s why it stimulates the salivary 
flow. Why it increases the alkalinity of the saliva, 
to better combat mouth acids. Why it increases the 
ptyalin in the saliva, to better digest starch deposits. 


Some used to ask if this acidity could harm. So we 
immersed natural teeth for four years in Pepsodent 
mixed with saliva to answer this question com- 


pletely.- 
_ Will it scratch? 


Lack of soap —an alkali— meant lack of foam. 
That makes the polishing agent conspicuous. So 
many asked if that would harm enamel. 

Scientists proved this agent softer than the en- 
amel. Then we brushed natural teeth with Pepso- 
dent 250,000 times. We brushed gold with it 150,000 © 
times. So that question was settled effectively. 


Action on plaque 


Many asked why it so combated mucin plaque. 
Tests showed that it acted to curdle plaque, then to 
remove it. 


So with all questions. Seven years of tests have 
answered them in full. The answers are at your 
command. Also a tube for testing, if you will send 
the coupon. 


Pepsadéent 


The Modern Dentifrice an! 
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Please send me, free of charge, one regular 50c size tube of Pepsodent, 


THE PEPSODENT COMPANY, 2528 Ludington Bldg., Chicago, Il. 


with literature and formula. 
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Enclose card or letterhead 
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The world’s standard— 


HARVARD 
CEMENTS 


Harvardid 


The Standard Filling ‘* ” sities -- Gold Cast Synthetic Silicate 


Harvard Cement Harvard Quicksetting 


niays, 


Material Crown and Bridge Work (Translucent) 





Soie Agents for the United States 


L. A. & W. H. THOENEBE 


1513 N. Thirteenth Street Philadelphia, Pa. 





The genuine contains the signature AMM, rnb 


At your dealers or from us direct 














EVERY CLOUD A SILVER LINING 


EVERY PLATE A ROSCINIAN LINING 


: HE Roscinian Linings are Metallic Linings of 24K gold or 
© aluminum to be used on all new rubber dentures, counter 
acting the deleterious effects of the vegetable product 
caoutchouc, on the palatal tissues contacting with a denture in the 
oral cavity; especially valuable in preventing heated, spongy gums; 
producing and sustaining a strictly oral hygiene. The mechanical effect 
is really beautiful and your professional suggestion is gladly paid for. 


The Roscinian Gold Lining XX (Our Standard) $5.00 { Susicient Soe Ue 
The Roscinian Felt Aluminum Lining 2.00 | Orem Dentures. 
qd Buy from your dealer or remit direct. Samples, literature and 
directions awaiting your request. Directions simple. . 


INSTRUCT YOUR LABORATORY “ 
If necessary, send your lining cases to our laboratory for the 
Roscinian Linings to be put on, where your denture will be made 
and finished, representative of the highest art in this branch of 
prosthetic dentistry. 


THE ROSCINIAN COMPANY 


Metallurgists and Manufacturers 800 oodland Avenue, S. E, 
Metallic Linings Cleveland, Ohio, U.S. A. 


Manufacturers to the Nobility of the Profession 
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NOVOCAIN 


(Procain-Metz) 











The Frequent Users’ Economy 
Packages 


id 


silicate 


The New Style 
hermetically sealed 
bottles of 100 


N. S. Tablets ‘‘E’’ and ‘‘T’’ 
$1.20 per bottle 
Box of 10 bottles $10.00 


ent) 





For two percent. solu- 
tion, dissolve one N. S. 
tablet “E”? or one N. S. 





or tablet ““T’? im one cc. 
fer Ringer solution. 
ict The N. S. tablet “E”’ is 
he preferable for mandibular 
1S; injections and for anes- 
ct i) Mi thesia when pronounced 
ischemia is desired. 
e The N. S. Tablet “‘T”’’ 
“4 ispreferred for anesthesia 
innon-surgical procedures 
nd aid in patients suffering 


fom anemia, arterio- 
2 clerosis and cardiac dis- 
orders and also in the very 





- young and in the aged. 
of 

HFAMETZ LAB ORATORIES, S, Fac 
y One-Twenty-Two Hudson Street, New 


E, Manufacturers of NOVOCAIN—“‘The Dependable Original’’ 


(ee * 
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French’s 
Dental 
Plaster 


Regular: for general work 
I mpression : for quick work- 


ing 
Slow Setting: for vulcaniz- 
ing. 


The Standard for 
Quality and Whiteness 
Send for free sample if you 


are not familiar with our 
Plaster. 


Samuel H. French & Co. 


Philadelphia, Pa. 
EST. 1844 INC. 1920 








_IMPORTANT_ 


For correct Root 
Canal work it is 
essential that you 
have the proper 
instruments 


KERR 


Rea GO 8 PAT OF B 


Pulp Canal Files 
Pulp Canal Reamers 











Made in various 
styles and sizes 


AT ALL 
LEADING 


DENTAL 
DEPOTS 


— 
Manufactured 
by i 
DETROIT DENTAL MFG. CO. 
Detroit, Mich., U. S. A. 




















Just One Moment, 
Doctor! 


What are you paying for your retainers? 
Your 1923 dollar is just as big as your 
dollar of 1905 was if spent for the 
“EUREKA.” Universally used — easily 
attached—your patients renew their own 
cups. Nothing to give you trouble in after 
years. 


**The fact that it remains speaks for 
its efficiency’”’ 


Upper or Lower, 
$2.00 per box—HALF DOZ. 


At best dealers everywhere 





1905-1923 


EUREKA SUCTION CO. 
Loudonville, O. 





























uip your office with a Justrite San 
es aste Pail. Used by thousands 
of dentists as standard office rs 
ment. Opens with the foot. 10ses 
automatically. 
Order from your dealer. f 
JUSTRITE MANUFACTURING 


2061 Southport Avenue, 
© 


__ Chicago, i. ______ 
eel 











—— 


So 



















ORAL HYGIENE 















For 
. Soldering TRADE 


EES AM 


WE HAVE NEVER SAID THAT 


Rideout’s Graphite Investment 
and Inlay Paint 


were the best on the market. We prefer to send you samples 
and let them tell their own story. 


They aren’t bashful about it, for we notice a lot of orders come 
in from men who have heard them tell it. 


Are You a Good Listener ? 
Your Samples Are Ready. 


M. F. PATTERSON DENTAL SUPPLY CO. 
Box 1100—ST. PAUL, MINN. 
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Sal Hepatica 
Materially Aids 
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Local Treatment 
" os 
PYORRHEA 
Samples on Request S y 
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The Latest Combinati 
ecieene a ow 


Ascher’s “Superior” 
Artificial Enamel 


Contains 
2 Double Portions Liquid 


‘ m.. Ps aa Portion Powders (any 


1 Superior Cavity Lini 
Protector known <4 ining and 








sadteatte ea Saree 


“Doctor, have you taken ad- 66 
vantage of this wonderful S le ” 
opportunity to buy Perfecto 

Investment for casting Gold 











Inlays, etc., which has been A Money Savi P iti 
running in this magazine for th a oe STOP eeren 
three months? : aa cays Is worth $23.00 
not, do it now as this cam- Sells f r 
paign ends April 30th. Ne Ae 
Our introductory price is Ask Your Dealer to Supply You 
ipvectaneet fon, Ohta ee The Ascher I 
nvestment for .00. ac 
pkg. containing four lbs. e oe t Co., 
If unable to obtain from your dealer 
order direct from | ote eater a 
3346 S. Park Ave. Chicago, Ill 3 4 


























A Word on Chayes’ Golds 


and Their Manufacture 


The formulae for casting golds evolved by the painstaking research 
and scientific experiment of Herman E. S. Chayes, D.D.S. are nicely 
adapted to the class of work taught by their originator. These golds 
all contain platinum and are manufactured solely by us. This is, 
in itself, a guarantee of their absolute uniformity—an uniformity 
attainable only through manufacture in a large way and with the 
most modern equipment obtainable. The size of our plant pre- 
supposes the first, while our equipment of apparatus goes a little 
beyond even the word “modern” for much of it is exclusive. 
And this is a description of the golds themselves: Chayes’ A, for 
inlays in children’s teeth, and those of adults where these are in normal 
occlusion. Chayes’ B, for cast bases and for inlays in teeth of adults 
where these are in abnormal occlusion. Chayes’ C, for inlays in teeth 
which are to be used as abutments. Chayes’ D, for small and Chayes’ 
E for large saddles. 
We shall be glad to answer your 
questions, doctor. 


BAKER & CO., INC. 


54 Austin St., Newark, N.J. 
5 So. Wabash Ave., Chicago 
30 Church St., New York 
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| A Small Can of 
Wilson’s Co-re-ga 


Should Go with 
Each New Plate 


A wonderful comfort powder to 








assist patients with their new 








35c, 60c and $1 Sizes 


from your Supply House 
or Druggist 





MADE ONLY BY 


COREGA CHEMICAL CO. 
CLEVELAND, O. 


| non Ano To HoLo 
}} Oprtures Firmuy AND 
; ORTABLY In Place / 








F. L. BENEDICT & CO., Montreal 
Canadian Distributors 
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Radiographic Interpretation: 
The alveolar structure is in places 
absent and in other places shows 
areas of radiolucency and radio- 
parency indicative of infectious 
disintegration of boneintheregion 
of the missing first and second 
molar roots. Inference, alveolar 
osteolysis, infectious. (Interpreta- 
tion confirmed by F. F. Molt, 
D. D. S$.) 


Pathologic Summary: The 
products of the activity of infec- 
tion are obviously osteolytic. 

Osteolysis in this case represents 
a sum of bacterial invasion, disso- 
lution of calcium and phosphorus 
elements of the bone, and dimin- 
ished cellular resistivity unable to 
overcome the process of infection. 


Therapeutic Indication: 
Three dominant therapeutic in- 
dications present. These are: 
1. Destruction of. bacterial in- 
vasion. 


Ultra-Violet Radiation in Dentistry 


(Bulletin No. 2 of the Dental Section of Victor Biophysical Research Department) 


2. Raising of cellular resistance 
against infection. 

3. Reinstitution of calcium and 
phosphorus assimilation for 
bone regeneration. 


Indications for Ultra-Violet: 
Water-cooled ultra-violet energy 
is highly bactericidal — (1) It 
raises cellular resistance and ex- 
cites cellular regeneration, (2) It 
induces the deposition of calcium 
and phosphorus, which may be: 
come assimilated and utilized in 
the reconstruction of osseous 
tissue, (3) It is indicated in den 
tistry when the X-Ray shows 
areas of pathologic radiolucency 
or radioparency. 


References 


(1) U.S. Public Health Service; Reprint No. 
576, Public Health Reports, December 12, : 
1919. (2) Hawks, P. Swanson: reticens 
January, 1917. (3) Tisdall;-F. F.; Journal 
Aanorene Medical Association, November, 

A more complete discussion of above 

pathology together with details of 

Ulera-Violet Foch nioue: will 
sent on request without neaabenl 


VICTOR X-RAY CORPORATION 


Dental Department 
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236 S. Robey St., Chicago 
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IPANA 


TOOTH PASTE 


Heals Bleeding Gums 


Dentists tell us this 
almost daily. 


You have in mind that 

which constitutes your 

ideal dentifrice. 

Does it clean teeth 

thoroughly and without 

harm? 

Does it sooth and heal 

inflamed gums—tone and 

strengthen soft, spongy 

gums — heal bleeding 

gums? 

Does the flavor invite its 

daily use by children as 

well as by grown-ups? 

If so, Ipana is your den- 

tifrice.. It speaks for it- 

self through use. 

You and your patients 

should know and 
use IPANA 
A professional sample 

awaits your card. 








BRISTOL- 
MYERS CoO. 
42 Rector St., 

New York 

City 


“— 
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Let us send 
you a box 


of the new Union Sectional 
Trays. You use it, if you 
| find it satisfactory, pay for 


| it, if you don’t return it to us. 








| 




























It splits the impression in two 
parts. Instead of taking the 
impression off in a vertical line— 
which gives the‘impression the 
biggest dimensions of the 
tooth—this new Sectional Tray 
takes off the impression in a 
horizontal line, taking an exact 
impression of the tooth. 


Through dealers or direct. 
Price, $1.25 a box, containing 
6 pair of Sectional Trays and 
one Universal Crown and Bridge 
Tray—all brass, nickel-plated. 
Interature free 
Ask your dealer or 


Union Broach Co., Inc. 


130 West 20th St., 
New York, N. Y. 
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FOR SALE—Prosperous laboratory; only 
laboratory in state. Owner leaving city. 
“Lab” Ora HyGIENE, Pittsburgh, Pa. 





FOR SALE—Fine modern office; com- 
plete equipment; ideal location. Dr. Welsh, 
243 West End Ave., New York City. 

s 





FOR SALE—Michigan $9,000 practise. 
Fine busy little city. Modern, complete 
equipment. Price $1,500. ‘‘Michigan” 
ORAL HYGIENE, Pittsburgh, Pa. 





FOR SALE—Nebraska practise—well 
established. X-Ray, two chairs. Good 
reasons for selling. Less than invoice. 
“P” Ora. HyGIENE, Pittsburgh, Pa. 





FOR SALE—Best equipped, largest office, 
cleanest practise, best location, good 
business, cash, advertising office. Write 
Dr. Nunn, Evansville, Ind. 





FOR SALE—Office with lease in Idaho 
town of one thousand population, no 
competition, five hundred dollars cash. 
Bargain. Address Box 1017, Pocatello, 
Idaho. 





Experienced operator wanted licensed in 
North Dakota. Commission and salary. 
Experienced laboratory man, good gold 
worker. ‘‘Dak’’ OraL HyGIENE, Pitts- 
burgh, Pa. 





POSITION WANTED—Expert all around 
mechanic, experienced. Monson and Hall 
technique, Tinker root, removable bridge- 
work, castings. ‘S’’ ORAL HYGIENE, 
Pittsburgh, Pa. 





FOR SALE—Dental office fully equipped 
in connection with physician in rich farm- 
ing center, Kansas. Population three 
thousand. “X"’ Pearce Dental Supply 
Co., Wichita, Kansas. 





WANTED—Laboratory man in office, 
private practise—one man operator. 
Willing to help in office in any way 
possible. Good salary. ‘‘Letter’’ ORAL 
HYGIENE, Pittsburgh, Pa. 





QUICK COLLECTIONS—Send us your 
accounts today and get “Quick Results.”’ 
Collections made everywhere. Wm. H. 
Dodd, 87 Nassau Street, New York. 
Established 29 years, one address. 





COLLECTIONS—Dental accounts only. 


Anywhere U.S. No collection—no charge. 
Debtors located. References: Continental 
& Commercial Bank, Chicago. Edward E. 
Collins, Hartford Building, Chicago. 


FOR SALE—First class ethical practise 
with well equipped office. Last year's 
business near fifteen thousand dollars, 
Full information on inquiry. Unless 
interested do no answer. P. O. Box 224 
Salt Lake. 


Established dental supply house in Los 
Angeles, California, desires the services of 
a dentist or dental supply house executive, 
one who is financially able to invest ten 
thousand dollars, part cash. Proposition 
will net a capable man eight to ten 
thousand dollars a year. “Cal” Ora, 
HYGIENE, Pittsburgh, Pa. 


FOR SALE— Dental office and established 
cash practise in rich farming community, 
Twenty-five hundred people to draw from. 
Bargain for quick sale. Owner has 
specialized in surgery. Chas. Loy, 
Swayzee, Ind. 


FOR SALE—Making climatic change, 
will sell established practise. Nearly new 
Ritter equipment, first class residential 
section, Rochester, N. Y., and furnished 
apartment connecting with same. Fifteen 
hundred dollars. ‘Rochester’ Orar 
HYGIENE, Pittsburgh, Pa. 














Will sell for fourteen hundred dollars 
(two-thirds cash) a well established dental 
office and equipment in one of the best 
towns in central Texas with a population 
of fifteen thousand. Doing around six 
thousand dollars a year. Other business. 
Address Dr. A. B. C., care Pendleton- 
Arto, Houston, Texas. 





Registered dentist wants association as 
assistant or partner in a hustling ethical 
office in Boston, Mass., or its suburbs, 
Have twelve years experience, 4 years in 
charge of a large dental clinic and my 
contract is nearly expired. Expert in 
contracting, X-Ray and all laboratory 
work. “R’’ Orat HyGIeEne, Pittsburgh, 
Pa. 


FOR SALE—Semi-advertising office, es- 
tablished six years, located in heart of 
town northeastern Pennsylvania. Popw- 
lation one hundred forty-five thousand. 
Three chairs (Ritter and S. S. W. Unit). 
Modern equipped booths. Large reception 
room and office, also mechanical labora- 
tory. An extraordinary offer, eight 
thousand dollars. Special offer for cash. 
Leaving town to specialize. ‘‘H. N. W. 
Ora HycGIENeE, Pittsburgh, Pa. 








FOR SALE—Clean practise and A-l 
equipment. A first class man wishing to 
locate in Montana would do well to in- 
vestigate. Sell less than invoice; the 
proposition is unusual. Going to special- 
ize. Dr. H. F. Best, P. O. Box 66, Dillon, 
Montana. 
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Scientifically 
Manufactured 


Scientifically Tested 


Is the Answer to your Casting Problems 


A Gold of the Desired Fusing Point, Phy- 
sical Efficiency and Casting Properties for 
Every Requirement. 


Ask Your Dealer 
Thomas J. 


DEE & CO. — 


GOLD—SILVER—PLATINUM 


CHICAGO 


Refining and Manufacturing Plant 


5 So. Wabash Ave. 317-319 E. Ontario St. 
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ORAL HYGIENE 
ACESTORIA 
PERFECTED 


THE ONLY LOCAL ANTISEPTIC ANAES. 
THETIC OF A PROVEN QUALITY, 


For thirty years withstood the most severe 
test, while other locals have come and 






























gone AcEsToRIA remains stanch and trv. 
| ~ Non-Secret 
* ~ -. NonsToxic 


~ Combination Pure, Action Always Sure. 


Endorsed and. recommended by 
thousands. of well-known Physicians and 
Dentists. ‘ - 


Wh:en you .are tired experi- 
menting order 


BUILT UP TO A STANDARD ACESTORIA 


NOT DOWN TO A PRICE Cocaine less than 1%-0r with Procaine 2%. 





Acestoria is Best Because It Always Gives the Best Results 


As a matter of introduction, a bargain for 30 days, when 
ordered direct from the manufacturer. 
Order now and save a dollar: : 

2 ozs. Acestoria with Procaine. ..... . $2.00 

1 doz. Speacial Flexible Needles. ..... 2.00 

1-2 oz. pkg. Dr. Green’s Ointment... .50 


Less 





For Nasal Prophylaxis and all 
Skin Troubles 


A most reliable and efficacious medicinal adjunct 
for gum massage and the treatment of pyorrhea, 
consisting of a well balanced combination of germi- 
cidal and healing constituents. 


Antiseptic, Healing, Curative 











FORMULA: ' 
Oe. of woe ig of Sonenheete: Oil of ; 
ajuput, Oil of Wintergreen, Tincture L. O. Green, D. D. 8: Heyworth Bldg., Chicago, Ill 
of Myrrh, Camphor, Menthol. Super- Please send et full Parag on 
fine Petrolatum. 
ees to eats mt 2 Irrigating [_] Acestoria 
and cleansing the surrounding area, in- ’ ; 
ject the ointment into the pockets until 0 seer aetinmamnns: 
it oozes at the gingival. Anoint your N 
nostrils every night. This renders the ame Bie 
nasel tract clean and healthy, relieves 9 
Influenza, Hay fever, Catarrh, Colds Address :' 
nd Headaches. . Please Mention Your Dealer. 
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Make Us Prove It 


TWENTY SHEETS 
BUFFALO ARTICULATING PAPER 





BUFFALO DENTAL MFG. CO., Buffalo, N.Y.,U. S.A. 


MADE IN UNITED STATES OF AMERICA. 





Buffalo Articulating: Paper is. different from other 
' kinds, and we want to prove it to you. We want you 
to know what we mean when we say :-— 


“It is not sticky” 

“It is correct in thickness” 

“It will not dry out” 

“It is tough”’ 

“It makes as clear an impression 
on a moist tooth as on a dry one.” 


And to prove these things we are going to ask you 
to fill out the attached coupon and mail to us. We 
will immediately forward to you a trial book of 
Buffalo Articulating Paper containing a sufficient 
number of sheets to give you a real idea of how good 
this paper is. Use this book with our compliments 
and we feel sure that you will be convinced that our 
claims are well founded. 


A further supply can be had at any time from your 
local dealer at .20 cents per book, or 12 books for 





$2.00. 
Buffalo Be 61 t/a 
My trial book of Buffalo Articulating 
Dental Paper, please. 
Manufacturing =! yame 
Company 





Street address 
City........ 
State . 








” 





Dealer’s name 
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THE COLUMBUS DENTAL MFG.CO. ey 
COLUMBUS,;- OHIO, U.S.A. “— 
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Look for the signature J 


Spyco Smelting & Refining Co. 
Purchasers and Refiners of Gold, Silver and Platinum 
Manufacturers of Dental Golds and Alloy 
MINNEAPOLIS, MINN. 
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ALT WEENCTME TEENH WHERE DECAY STARTS 


‘A CLEAN TOOTH: NEVER DECAYS 


THE BRASTAES PAT THE GEETH AND CHER 


THIS BRUSH 
fits all the teeth 


The tooth brush that cleans all the teeth 
except three or four is shirking its duty. 


Pro-phy-lac-tic Tooth Brushes are de- 
signed to do a thorough job of cleaning 


every tooth. 


The tufted bristles and the curved 
handle enable you to clean in between 
the teeth and easily reach the inside 
surfaces and the backs of the back teeth. 


Pro-phy-lac-tic Tooth Brushes are made in 
three sizes—adults’, youths’, and children’s; 
and in three bristle textures— hard, medium 
and soft. Every brush sold in a sanitary yellow 
boxand guaranteed—replaced if not satisfactory. 


Dentists: Write for a supply of interesting booklets 
on the Care of the Teeth,”’ imprinted with your name 


and a free sample set of brushes for demonstration 
purposes. 


FLORENCE MANUFACTURING COMPANY 
Florence, Mass. 


Canadian Agency: 247 St. Paul Street West, Montreal 
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| Your Lower 
Teeth Upward 
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James McMillin Printi 
Pittsburgh,, Pa. 























